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AUTHOR’S FOREWORD 

The arrangement of the alignment instructions in this 
book will be found to be a radical departure from the 
conventional form in which they are usually prepared. 
It is our belief that the tabular form can be more easily 
followed by the serviceman working at the bench and 
so will save him time. 

We can not stress too strongly the fact that the service- 
man should read the Introduction before using the tables 
to align a single set . The unique form of the instructions 
make it imperative that he do this, so that he will be 
able to use them to the greatest advantage. 

We wish to take this opportunity of thanking those of 
the Philco Service and Engineering Divisions who so 
kindly cooperated with the author in collecting the 
servicing data used in this book. 

John F. Rider. 
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INTRODUCTION 


This book contains all the necessary information to en- 
able you to align every Philco receiver quickly and ac- 
curately. In every case you will find that the location 
of all the compensating condensers is identified and that 
the frequencies at which the several adjustments are 
made are indicated in the accompanying text. These in- 
structions have been prepared in collaboration with the 
Philco Engineering Department, and are therefore au- 
thentic and complete in every respect. 

Tabular Arrangement 

In looking through this book you will be impressed by 
the convenient arrangement of the alignment tables. We 
have a very definite reason for having arranged the data 
in this form. The alignment of a receiver is essentially a 
series of operations which must be performed in a certain 
sequence. You can see therefore that a tabular form is 
peculiarly adapted to indicate the operations to be per- 
formed. Thus for each adjustment it is necessary that 
the signal generator be connected to a certain section of 
the receiver. This may be the grid of the first detector 
tube, the antenna post, etc., and the particular signal gen- 
erator connection which is called for is in every case 
indicated in the first column. The frequency setting of 
the signal generator is indicated in the second column, 
while the corresponding setting of the receiver dial is 
tabulated in the third column. 

Not only must the receiver dial be adjusted to a certain 
position or dial reading, but it is also important that the 
wave-band switch be set at the correct position — broad- 
cast, police, short-wave, etc. This data is contained in 
the fourth column, where the receiver has more than one 
band. 
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When the items mentioned above have been taken care 
of, the adjustment of the appropriate trimmer follows. 
The trimmer in question is identified in the next to the 
last column. Using the identification number which is 
listed in this column, reference to the accompanying lay- 
out will show the position of the trimmer on the chassis. 

The last column indicates whether the adjustment is 
to be made for maximum or minimum output. Thus the 
notation “Max.” in this column indicates adjustment for 
maximum output, while “Min.” indicates that the adjust- 
ment must be made for minimum output. 

Notes 

In a number of cases the alignment procedure calls for 
instructions which cannot conveniently be included in the 
table. In these cases the pertinent information is indi- 
cated in the form of a footnote, which is identified either 
by the form “Note 1” or “550 k.c. 1 ” — to cite two particu- 
lar examples. Both these types of representation indi- 
cate that reference is to be made at this point in the 
procedure to Note 1, contained at the bottom of the table. 

The use of this tabular form effects an economy in the 
amount of time required for you to align a receiver by 
eliminating the need for continually referring back and 
forth to previous instructions especially in the alignment 
of multiband receivers. In this same connection, and for 
the same reasons, the simplicity of the arrangement 
makes for accuracy and goes far toward eliminating er- 
rors in alignment. 


General Observations 

It is not our intention in this book to explain the rea- 
son for every adjustment which is indicated. We take it 
for granted that you are familiar with the theory behind 
the operation of superheterodynes, with resonant circuits, 
and their behavior. Lack of space prevents us from tak- 
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ing up these things in detail here, but you will find these 
subjects adequately covered in two other books by the 
author, “Servicing Superheterodynes” and “An Hour a 
Day with Rider on Resonance and Alignment.” We shall 
confine ourselves in this introduction to general observa- 
tions, which are of extreme practical importance and are 
not to be neglected even when the theoretical aspects of 
alignment are understood. 

Need for Alignment 

When does a receiver need alignment? This is a ques- 
tion which is quite difficult to answer in some cases with- 
out actually carrying out the alignment first. As a general 
rule, however, this much can be said — that in entirely 
too many cases there is a tendency to blame poor opera- 
tion of a receiver upon the alignment without first 
investigating other obvious defects. 

In general, an incorrect alignment condition in a re- 
ceiver causes low sensitivity, poor selectivity, and faulty 
dial calibration. Low sensitivity is a fault which can be 
caused by many other factors besides improper align- 
ment. Therefore the fact that the sensitivity of a re- 
ceiver is low is not sufficient in itself to throw suspicion 
upon the alignment. However, when a condition of low 
sensitivity is accompanied by poor selectivity and in- 
accurate dial calibration, then you can quite definitely 
be certain that realignment of the receiver is needed. 

If, as often occurs in practice, an all-wave receiver 
shows normal sensitivity and operation on one or more 
bands, and fails to perform properly on the other bands, 
then the first step should be to check the adjustments 
common to that band only. That is, it is quite unneces- 
sary to check the alignment of the i-f. amplifier, since the 
fact that the receiver performs properly on at least one 
band is direct evidence that the i-f. amplifier is doing its 
job. 
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So much for the observations on when alignment is 
called for. We brought up the discussion to emphasize 
the point that it is not wise to tamper with the alignment 
just because the receiver is not performing as it should. 
Remember that there are other reasons which can prevent 
a receiver from producing the peak performance of which 
it is capable. 

Correct Equipment is Essential 

The alignment of all the receivers, and all procedures 
given in these instructions, were based on the use of the 
Philco All-Wave Signal Generator (Model 088) and the 
Philco Combination Output Meter and Circuit Tester 
(Model 025). The combination of these two units (088 
and 025) in a single case, is known as the Philco Model 
099, which meets the necessary requirements equally well. 

Through the use of the above equipment the service- 
man can be assured that every adjustment necessary on 
any Philco receiver can be correctly made so as to restore 
100% original performance. 

There are very few tools which are necessary when 
aligning a receiver. A fiber hexagon socket wrench and a 
fiber screw driver are absolutely essential. The use of 
metallic tools is undesirable because of the increased 
capacity and losses which they introduce into the tuned 
circuit. Alignment tools of the proper type can be ob- 
tained from your nearest Philco distributor. 

General Notes 

Let us say that you are about to begin the alignment of 
a receiver. What are some of the precautions which you 
should take? In so far as it is possible for you to do so, 
you should make certain that the receiver is in normal 
operating condition; apart from its alignment. It is im- 
portant that the tube shields be in place and that the r-fi 
and i-f. wiring be undisturbed after alignment is begun. 
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In the case of all-wave receivers it is of special import- 
ance that you allow the receiver to warm up for 15 or 20 
minutes before beginning the alignment. This is to pre- 
vent oscillator drift from destroying the alignment. By 
waiting a period of time before beginning the alignment, 
you allow the oscillator circuits to reach a stable operat- 
ing condition and thus avoid errors from this source. 


Alignment Tool Reaction 

In the course of aligning a receiver, you will observe 
that although a compensator is adjusted for maximum 
reading on the output meter, this reading falls as the 
alignment tool is removed. This occurs because the tool 
introduces a certain amount of capacity into the tuned 
circuit and consequently the circuit is detuned when the 
tool is removed. This is especially noticeable in the case 
of the oscillator adjustments on the short-wave bands. 

Experience is of great assistance in overcoming this 
effect. You will find that if you adjust the trimmer for 
maximum output and then increase the adjustment 
slightly (clockwise) that the output will rise to its pre- 
vious maximum value as the tool is withdrawn. If you 
do not obtain the correct adjustment the first time, you 
should repeat the adjustment until the output rises to 
approximately the same value when the tool is removed, 
that it had when you adjusted for maximum output with 
the tool on the trimmer. 


Signal Generator Connection 

The signal generator should be connected to the appro- 
priate point in the receiver through a shielded wire. A 
suitable shielded lead is part of the equipment of the 
Philco Model 088 Signal Generator. It is very impor- 
tant that the shield be grounded to the receiver chassis 
and that in addition a good ground be used on the re- 
ceiver chassis. 
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In some cases you will observe that the grid clip is not 
removed from the tube to which the signal generator lead 
is applied. In these cases the tables invariably call for 
the signal generator connection to be made through a 
condenser which generally has a capacity of .1 mfd. This 
condenser may be connected directly at the signal gener- 
ator or at the tube, depending upon which point is more 
convenient. 

In other cases the instructions call for the removal of 
the grid clip and the connection of the signal generator 
directly to the grid of the tube. In these cases it is very 
important that there be no blocking condenser used. 

The presence of a condenser in the output of the signal 
generator will leave the grid of the tube free, since no 
d-c. return path is provided for the grid. It is very im- 
portant that you determine whether the output of your 
signal generator already contains a condenser. This 
can be done by measuring the resistance between the 
output and ground terminals of the signal generator. 
If this measurement shows that there is no d-c. path, 
you should connect a resistor, about 500 ohms in value, 
across these two terminals. This will provide the 
required d-c. path for those cases in which the grid 
clip is removed. Failure to provide this d-c. path may 
lead to improper alignment because of the instability 
created by leaving the grid of a tube free. 

As a protective measure in aligning AC-DC or DC sets, 
there should always be a condenser in series with the 
signal generator. 


Dummy Antenna 

The correct alignment of the antenna tuned circuits 
calls for the use of a dummy antenna. As a general rule, 
this takes the form of a 100- or 200-mmfd. condenser, or 
a 400-ohm resistor. This condenser or resistor, constitut- 
ing the dummy antenna, should be connected in series 
with the high side of the signal generator output at the 
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receiver antenna post. The correct value for the differ- 
ent models and the several wave bands is indicated in the 
alignment tables. 

In the majority of the “37” Philco models a terminal 
panel is provided at the rear of the chassis for connec- 
tion of the antenna (transmission line) and ground. This 
panel contains four terminals, numbered 1 to 4. The an- 
tenna lead from the signal generator should be connected 
to terminal No. 1 and the ground lead to No. 2 The 
metal connecting link on the terminal panel should be 
placed across terminals Nos. 2 and 3. Where the notes 
in the tabulated instructions call for connection to the 
“transmission line” terminals, make the connections as 
outlined above. 

Unless otherwise specified in the alignment instructions, 
a 100-ohm resistor should be connected between the sig- 
nal generator output and the set antenna terminal where 
using the latest type of Philco 088 signal generator. 


Signal Strength 

There are certain general practices which you should 
follow with regard to the strength of the signal which is 
used for alignment. As a general rule — unless otherwise 
stated in the instructions — you should make the input 
signal as weak as possible and at the same time strong 
enough to obtain a readable indication. This means that 
you will have to adjust the attenuator constantly during 
the course of the alignment so as to keep the output 
meter reading at about middle scale. Thus, as the set is 
brought into alignment, its sensitivity naturally increases 
and a smaller value of input signal is required. You 
should never attempt to prevent the output meter from 
going off scale by shifting to a higher output meter range, 
or by turning down the volume. Failure to observe this 
procedure will result in a poor alignment job. 

The reason for keeping the signal input at a low level is 
to prevent the a.v.c. system from interfering with the 
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proper peaking of the tuned circuits. When the signal 
input is high enough so that the a.v.c. system tends to 
keep the output at a constant level, it becomes very dif- 
ficult to peak the trimmers properly. 

Output Meter 

With but a few exceptions, all Philco receivers are 
aligned with the conventional type of output meter which 
is connected so as to measure the audio output of the 
receiver. For receivers which have but a single output 
stage it is convenient to connect the output meter from 
the plate terminal of the output tube to the cathode. It 
is, of course, assumed that the output meter contains 
a blocking condenser so as to prevent the d-c. plate vol- 
tage from burning out the meter. In the case of push- 
pull output stages, the meter can be connected in the same 
way if it is so desired. It is also possible to connect the 
output meter across the plates of the push-pull tubes. 
This latter type of connection does not subject the block- 
ing condenser in the output meter to a high plate voltage. 
However it should not be used where one terminal on the 
output meter is grounded to the case because of possi- 
bility of shock. 

It is important that the proper scale range be used on 
the output meter. For general purposes the 0-30 or 0-50 
volt scale range is quite satisfactory. If the signal input 
is constantly adjusted so as to keep the meter at half 
scale setting, there will be no danger of the a.v.c. action 
introducing error as was previously explained. 


I. F. Alignment 

With these general ideas in mind, we can proceed to a 
consideration of the points which you should observe as 
the alignment procedure gets under way. As you 
know the first step in the alignment of a superheterodyne 
receiver is the alignment of the i-f. amplifier. The in- 
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structions given in the following pages are specific as 
to the manner in which the signal generator is to be 
connected. In most cases you will find it possible to 
drive a signal through the i-f. amplifier with the 
signal generator connected to the grid of the first 
detector. Where this is not possible, it is advisable 
to connect the signal generator lead to the grid of 
the first i-f. stage. After the trimmers for the last stage 
are aligned, you should shift the signal generator to the 
grid of the first detector and align the remaining i-f. trim- 
mers. As a general rule, you should start the i-f. adjust- 
ments with the trimmer nearest the second detector and 
work towards the first detector. However, in some cases 
this order is not followed and in these cases you should 
carefully follow the procedure outlined for the specific 
model. 

While the position of the tuning condenser and the 
waveband switch are not directly involved while the i-f. 
amplifier is being aligned, it is good practice to set the 
waveband switch to the broadcast band position and the 
dial to the low frequency end of the band in the neigh- 
borhood of 550 k.c. If instructions are given in the align- 
ment tables — follow these instructions. Inability to drive 
a signal through the i-f. amplifier can often be traced to 
the short circuiting effect of the first detector tuned cir- 
cuit. This effect is minimized by tuning the receiver to 
the low frequency end of the broadcast band. When the 
grid clip of the first detector is removed, the positions of 
the waveband switch and the tuning dial are of no im- 
portance. 


Change of I. F. Peak 

In certain localities it has been found advisable to align 
two and three-gang Philco receivers at some i-f. peak 
other than the one for which they were designed, 
i.e. 470 k.c. This change has been found necessary be- 
cause of certain types of interference peculiar to these 
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localities, among which are Portland, Maine; Miami, 
Florida; New Haven, Connecticut; San Diego, Cali- 
fornia; the northern one third of Long Island; Newark; 
and Southern New Jersey. 

When interference is experienced in any one of these 
places, it is advisable to realign the i-f. amplifier at 
456 k.c., 465 k.c., or 480 k.c. The i-f. peak which is 
furthest away from the interference should be used. The 
wave trap should not be aligned at the i-f. peak, but pref- 
erably to give maximum attenuation of the interference. 


Dial Alignment 

Following the alignment of the intermediate-frequency 
amplifier, the next step is to check the relative position 
of the dial with respect to the condenser shaft. Instruc- 
tions for the proper dial alignment vary considerably in 
the earlier Philco receivers, but in the later models, you 
will find that the proper dial alignment is secured by 
completely meshing the plates and setting the dial so that 
the glowing beam indicator falls on or between two index 
marks at the low frequency end of the broadcast scale. 

In other models you will find that proper dial align- 
ment is secured by inserting a thin gauge — generally .006" 
thick — between the stator and rotor plates and with the 
condenser shaft in this position adjusting the dial so that 
it reads say 1500 k.c. (the exact value is different for dif- 
ferent receivers and is specified in the notes accompany- 
ing the alignment instructions). You should make it a 
practice to recheck the dial alignment after the set screws 
are finally tightened to insure against error due to possi- 
ble movement of the shaft or dial while tightening the set 
screws. 

In still other cases the final adjustment of the dial is 
made in the middle of the band at 1000 k.c. after the en- 
tire alignment of the receiver has been made; but unless 
otherwise stated the dial alignment operation should be 
carried out directly following the i-f. alignment. This 
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operation is very important and failure to carry it out 
(where it is necessary) will result in poor alignment and 
calibration. 

Wave Trap Alignment 

Following the alignment of the i-f. amplifier and the 
check on the dial alignment, the next operation is the ad- 
justment of the wave trap. Of course not all receivers 
have a wave trap but when they have, the wave trap 
should be adjusted so as to prevent interaction between 
the wave trap and the r-f. adjustments. This is avoided 
by carrying out the wave trap adjustment before the r-f. 
adjustments. The initial adjustment of the wave trap is 
made with the signal generator connected to the antenna 
post of the receiver. 

Unlike practically all other adjustments, the wave trap 
trimmer is adjusted for minimum output with the signal 
generator frequency set to the i-f. peak. In general it 
will not be necessary to change this adjustment again. 
However, if after the receiver is installed, interference in 
the neighborhood of the intermediate frequency is pres- 
ent, then you should readjust the wave trap trimmer 
slightly. This readjustment should be made while the 
receiver is connected to the antenna and tuned to the 
point on the dial where the interference is most pro- 
nounced. With the receiver in this condition and the 
volume control fully advanced, you should adjust the 
wave trap trimmer so as to minimize this noise. This is 
the proper adjustment even though the wave trap is res- 
onated to a frequency slightly different from the inter- 
mediate frequency. 


Oscillator Adjustments 

By far the most important of the adjustments which 
follow are those located in the oscillator circuit. They 
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are of extreme importance because the frequency of the 
oscillator determines whether the beat frequency pro- 
duced in the first detector is above, below, or exactly at 
the i-f. peak. Improper adjustment of the oscillator im- 
pairs the sensitivity, selectivity and the dial calibration 
to a marked extent. On the other hand, the other ad- 
justments which are made at radio frequencies affect the 
performance to a much smaller degree. The dial calibra- 
tion in particular is controlled almost entirely by the os- 
cillator adjustment. 

High Frequency End of Band 

As a general rule the adjustment of the high-frequency 
oscillator trimmer is the first radio-frequency adjustment. 
This is carried out with the signal generator tuned to the 
high frequency end of the band — generally 1400 k.c. for 
the broadcast band. In general the receiver should be 
tuned to the same frequency at which the signal genera- 
tor is set and an attempt should be made to pick up the 
signal. If the receiver is out of alignment appreciably, 
it will be impossible to pick up the signal at the correct 
point on the dial — but you will find that the signal comes 
in somewhere near the required point — perhaps as much 
as 100 k.c. on either side. If for example the signal gen- 
erator is set at 1400 k.c. and the signal appears at 1300 
k.c. on the receiver dial, then the high frequency oscilla- 
tor trimmer should be turned clockwise slowly (increas- 
ing the capacity) until it is possible to hear the signal 
with the dial set at the proper frequency, which is 1400 
k.c. in this example. You should now adjust the trim- 
mer accurately for maximum output — both the signal 
generator and the dial reading exactly the same fre- 
quency. Following this adjustment the r-f. and antenna 
compensators (generally located on the top of the tuning 
condenser gang) are adjusted for maximum output. 
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Low Frequency Oscillator-Rocking 

Just as the high frequency oscillator adjustment deter- 
mines the performance of the receiver over the high 
frequency portion of the band, so the low frequency os- 
cillator compensator determines the performance over the 
low frequency end of the band. 

The procedure for making this adjustment is different 
from the usual manner in which the other compensating 
condensers in the receivers are adjusted, and is generally 
known as “rocking.” 

This rocking adjustment is carried out as follows: The 
receiver and signal generator are tuned to that point near 
the low frequency end of the band which is specified in 
the table of instructions. To make this discussion more 
definite and easier to follow, we shall assume that the 
operation is being carried out for the broadcast band, in 
which case the signal generator would be set at about 
600 k.c. The next step is to tune the receiver so that the 
maximum output is obtained. In general, the dial read- 
ing will not be 600 k.c. but may be off by as much as 10 
or more kilocycles on either side. That is the dial reading 
may be 590 k.c. or perhaps 610 k.c. Whatever the dial 
reading, however, the next step is to try to increase the 
output by adjusting the low frequency compensating con- 
denser. After adjusting this for maximum output, rotate 
the dial of the receiver slightly in both directions and 
leave it in that position which gives the greatest output. 
Then readjust the compensating condenser for maximum 
output and following this, reset the dial for maximum 
output. You should continue this alternate readjustment 
of the low frequency compensating condenser and the 
dial position until readjustment no longer raises the out- 
put. 

To put it very briefly, the purpose of this so called 
rocking adjustment, the need for which is indicated in 
this book by an asterisk ( # ), is to secure the best possible 
alignment by tuning the r-f. and detector circuits exactly 
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to the signal and at the same time making the oscillator 
frequency higher than the signal by the amount of the 
intermediate frequency. 

In the case of some receivers, you will observe that a 
slightly different method is indicated for the adjustment 
of low frequency compensating condensers. This differ- 
ent method is called for because the selectivity of the 
r-f. tuned circuits is purposely lowered so as to prevent 
sideband cutting and permit high fidelity reception. In 
those cases where this procedure is called for, the instruc- 
tions explain the method. 

Image Check 

The basic procedure for making the adjustments of the 
r-f. and oscillator compensating condensers is the same 
for the short-wave bands as for the broadcast bands. 
However, somewhat greater care must be exercised be- 
cause of the possibility of error due to the image response 
of the receiver. This possibility of error arises since there 
are two settings of the oscillator frequency which will 
give the same output at the specific frequency at which 
the set is being aligned. In spite of the fact that two 
adjustments of the oscillator trimmer are possible, only 
one of these is correct and will produce good performance 
over the entire dial. 

As you know, a superheterodyne receiver can operate 
with the oscillator frequency either above or below the 
intermediate frequency. For this reason as you decrease 
the capacity of the oscillator trimmer, starting from the 
maximum capacity position, you will in general encounter 
two peaks. The first of these peaks occurs when the os- 
cillator frequency is less than the signal frequency by the 
amount of the i-f. peak. As the capacity is further de- 
creased, the second peak occurs and this is the correct 
setting at which the oscillator frequency is higher than 
the signal frequency. This is the correct setting of the 
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oscillator compensating condenser for all the receivers 
listed in this book. 

In some cases you will find that only the correct peak 
can be obtained. This means that the range of the 
trimmer capacity is not large enough to drop the oscil- 
lator frequency to the peak below the signal frequency. 

On all the short-wave bands you should make the fol- 
lowing check to guard against the possibility of oscillator 
misalignment. We shall illustrate the method for a spe- 
cific case and the general procedure for checking the 
image response will then be clear. Suppose that the re- 
ceiver is being aligned at 18 m.c. With the dial and 
signal generator set at 18 m.c., the oscillator trimmer is 
adjusted for maximum output. After this is done, the 
receiver is slowly detuned below 18 m.c. and at a dial 
reading of about 17.08 m.c. it should be possible to pick 
up the image response. For this condition the oscillator 
frequency is below the signal frequency by the amount of 
the i-f. peak, but the r-f. and detector circuits are de- 
tuned. For this reason you will find it necessary to raise 
the output of the signal generator in order to find the 
image. 

In cases where the oscillator has been incorrectly 
aligned, it will be impossible to find any image response 
(that is to pick up the 18-m.c. signal) at a point lower 
in frequency than the signal. However in these cases you 
will find the image above the signal frequency instead of 
below. To continue with this same example, the image 
would be found by tuning the receiver to about 18.92 m.c. 
If the image is found above the signal frequency rather 
than below, it means that the oscillator has been aligned 
to the “greater capacity peak” instead of the “smaller 
capacity peak.” Repeat the adjustment and this time 
set the oscillator trimmer to the correct peak so that the 
image response occurs below the signal frequency, as ex- 
plained above. 

The above figures have been given for an i-f. peak of 
460 k.c. For any i-f. peak the image should be found at 
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a point below the signal frequency by an amount equal 
to twice the i-f. peak. Thus for an i-f. peak of 260 k.c. 
and a frequency of 18 m.c., the two image points are 
18.520 and 17.480 m.c. The first of those points is the 
incorrect image point and indicates an error in adjust- 
ment to the wrong peak. When the image is found at the 
second point (17.480 m.c.), this indicates that the align- 
ment has been made correctly and you can then proceed 
with the remaining r-f. adjustments. 


Detector and R. F. Alignment 

As far as the broadcast band and the lower frequency 
short-wave bands are concerned, the alignment of the 
detector and antenna tuned circuits does not present any 
particular problem and is made in the ordinary manner, 
as indicated in the instructions. However, for certain 
receivers, a modified procedure is indicated, which we 
shall now explain. 

When an attempt is made to adjust the antenna and 
r-f. trimmers in the usual way, poor alignment occurs 
because of the interaction between the r-f. tuned circuits 
and the oscillator; that is, a change in the oscillator com- 
pensator affects the r-f. adjustments and makes it dif- 
ficult to secure accurate alignment. 

To get around this difficulty you will observe that the 
instructions call for placing a variable condenser having 
a capacity of about 350 mmf. and having a good vernier 
drive across the oscillator tuned circuit. The procedure 
is as follows: The receiver and signal generator are first 
tuned to the value indicated in the tables, which we shall 
assume to be 18 m.c. The oscillator trimmer is next ad- 
justed to maximum output and the image check made, 
as we explained in the previous section. The next step 
is to connect the external variable condenser across the 
oscillator tuned circuit and to adjust this condenser so 
that a signal is again received. (You should be careful 
not to disturb the dial setting while the condenser is be- 
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ing connected and adjusted.) When this is done the 
oscillator is working at half of its normal operating fre- 
quency. In other words, the second harmonic, rather 
than the fundamental, of the oscillator mixes with the 
incoming signal. In this way the interaction between 
the several circuits is reduced so as to make possible an 
accurate adjustment of the r-f. and detector compensat- 
ing condensers. 

Wherever this method is necessary, the instructions are 
specific as to the procedure. We have brought up this 
point here because it is frequently used and it is desirable 
that you understand why this apparently complicated 
procedure is used. In this same connection, the external 
variable condenser must be connected across the entire 
oscillator tuned circuit for those models which employ 
a series condenser to accomplish electrical band spread. 
If the external variable condenser is connected across the 
oscillator section of the variable condenser for these 
models, it will be impossible to reduce the oscillator fre- 
quency to a sufficiently low value. 


Magnetic Tuning Alignment 

The Magnetic Tuning System employed in some Philco 
receivers is a system of automatic frequency control de- 
signed to make possible quick and accurate tuning and to 
compensate for the effects of oscillator drift. It is com- 
posed of two principal units; (1) the discriminator, which 
determines whether the set is mistuned and which pro- 
vides control voltages whose magnitude and polarity indi- 
cate the extent and direction of the mistuning, and 
(2) the control circuit, which, in response to the control 
voltages, changes or shifts the oscillator frequency ac- 
cordingly. 

The control circuit does not present any problem from 
the point of view of alignment since there are no adjust- 
ments required. However, it is extremely important that 
the discriminator transformer be accurately aligned at 
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the intermediate frequency. As you will observe by 
glancing through the alignment instructions for any one 
of the receivers equipped with a Magnetic Tuning system, 
the receiver is first aligned in the usual manner with the 
Magnetic Tuning switch in the off position. This includes 
the complete i-f., oscillator, and r-f. adjustments and 
also the primary winding of the discriminator trans- 
former, since this winding feeds the second detector. We 
repeat: these adjustments must be made with the Mag- 
netic Tuning switch in the “off” position. 

With these adjustments completed, it remains to adjust 
the secondary trimmer of the discriminator transformer. 
This is accomplished in the following manner: Couple the 
signal generator to the antenna of the receiver and set 
the frequency at 1000 k.c. Tune in the signal very care- 
fully for maximum output . A strong value of input sig- 
nal must be used. Without disturbing any of the settings, 
the Magnetic Tuning switch should be turned to the “on” 
position and the secondary trimmer of the discriminator 
transformer adjusted for maximum output. 

When the Magnetic Tuning system is functioning 
properly, there will be no hiss or change in tone as the 
automatic tuning switch is shifted on and off. If there 
is a change in tone or a hiss, it indicates that a frequency 
shift has taken place, and the adjustment of the second- 
ary discriminator trimmer should be repeated. 


Regenerative Receivers 

The alignment procedure for a number of regenerative 
receivers is described in this book. In this connection 
there are some general observations which are of interest. 

For this type of receiver it is advisable to make the 
preliminary adjustment of the receiver with the regener- 
ation control set near minimum, so that there is no tend- 
ency toward oscillation. When the complete adjustment 
of the receiver has been made with the regeneration con- 
trol in this position, the regeneration control should be 
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advanced to the point where the receiver goes into oscil- 
lation as evidenced by a hissing or squealing sound. You 
should then back off this adjustment slightly and make 
certain that the receiver does not go into oscillation at 
any point in the band. 

With the regeneration control in this position, the 
entire adjustment of the receiver should be repeated so 
as to secure the greatest possible sensitivity. The final 
adjustment of the regeneration control should in every 
case be made with the receiver connected to the antenna 
with which it is to be used. In general, the control should 
be backed off sufficiently so that there is no tendency 
toward oscillation at any point in the band. Unless ex- 
treme sensitivity is desired, the regeneration control 
should be backed off at least one turn beyond the point 
at which oscillation begins. This tolerance is necessary 
to prevent changes in circuit conditions due to tempera- 
ture, humidity, etc., from throwing the receiver into os- 
cillation. However, where the maximum sensitivity is 
necessary, the control will have to be left near the point 
of oscillation and may require more or less frequent re- 
adjustment. 

Neutralizing Adjustments 

As a general rule, the alignment operation should be 
carried out before the receiver is neutralized. Only a 
comparatively few receivers require this type of adjust- 
ment, but nevertheless it is in order to mention a few of 
the points which should be observed during this process. 
After the receiver is aligned, the last r-f. tube should be 
removed and replaced with a “dummy” tube — that is, a 
tube of the same type as the r-f. tube, but with an open 
filament or with one filament prong cut off. With this 
tube in the socket, the volume control at maximum, and 
the receiver tuned sharply to the signal, you should ad- 
just the neutralizing condenser associated with the last 
r-f. stage until the output drops to a mimimum value. It 
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will be necessary to raise the output of the signal gener- 
ator in order to carry out this adjustment accurately. 

The same process is then repeated for each of the 
remaining r-f. stages, working from the last r-f. stage to 
the antenna stage. If you find that it is necessary to 
change any of the neutralizing adjustments appreciably, 
then the alignment should be repeated because of the 
interaction between the alignment and the neutralization. 


10-KC Filter Adjustment 

A number of Philco receivers incorporate an audio 
filter which should be adjusted to cut off at 10 k.c. This 
filter will seldom require adjustment unless it has been 
tampered with. 

In the event that adjustment proves to be necessary, 
it is best carried out with an audio oscillator, which 
should be set to generate a frequency of 10 k.c. The out- 
put of the audio signal generator should be connected 
across the audio volume control. With the output meter 
connected as usual, the 10 k.c. filter adjustment should be 
made for minimum output. 

Where an audio oscillator is not available, the follow- 
ing procedure can be used to effect an adjustment. Con- 
nect the signal generator to the grid of the first detector 
through a .0001-mfd. condenser and set the frequency 
at the i-f. peak of the receiver. (The fidelity or selec- 
tivity switch for this adjustment should be in the “broad” 
position.) The next step is to tune in a local station 
and to adjust the output of the signal generator so that 
a beat (whistle) is obtained between the local station 
and the signal generator. Then adjust the receiver dial 
carefully so that zero beat is obtained. 

The object of the next step is to obtain a 10 k.c. beat. 
This is done by advancing the setting of the signal gener- 
ator by 10 k.c. That is, for example, if the i-f. peak is 
260 k.c., then the signal generator should be advanced to 
270 k.c. Having advanced the frequency of the signal 
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generator by this amount, a 10-k.c. whistle will be heard 
and the adjustment of the filter is completed when the 
compensating condenser across the 10-k.c. tuned circuit 
is adjusted so that the output is a minimum. 

Repetition of Adjustments 

As a general rule it will be quite unnecessary to go over 
the compensating condensers to a greater extent than that 
indicated in the instructions. The exception to this rule 
occurs when the receiver is initially very badly out of 
line. When this is the case, you will find that an appre- 
ciable change in the capacity of the trimmer condensers 
is necessary on the first adjustment. The final adjust- 
ment in these cases will be considerably improved if the 
entire alignment procedure is repeated. 

In this same connection, the final adjustment of the i-f. 
amplifier can be made before the r-f. alignment is at- 
tempted. The only exception to this rule is in the case 
where a composite oscillator-detector circuit is used. In 
this case there is some interaction between the r-f. ad- 
justments and the adjustment of the first i-f. transformer. 
For this type of receiver, the final adjustment of the i-f. 
amplifier should be made after a preliminary adjustment 
of the r-f. and oscillator circuits. 
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MODEL NO. 3 


Signal 

Signal 


Wave Band 



Generator 

Generator 

Dial 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Ant. 1 * 4 

1000-1200 k.c. 

Note 2 


3rd 8 

r.f. 

Max. 

u 

u 

u 


2nd 8 
r.f. 

Max. 

u 

u 

u 


1st 8 

ri. 

Max. 


Not* 1. — Through a 150 mmfd. condenser. 


Note 2. — Tune sharply to signal before adjusting. 

Note 3. — Mounted on tuning-condenser housing. Accessible with special fibre 
wrench through holes in bottom of receiver, after removing cover 
plate. 

Note 4. — When the antenna-stage adjustment is made with the receiver in- 
stalled in the car, the receiver must be connected to the car antenna 
m the usual manner. Connect the signal -generator output to a wire 
placed near the car antenna but not connected to it. 



MODEL NO. 

20, 21, 

50, 220 


Signal 

Signal 




Generator 

Generator 

Dial 

Trimmer 

Output 

Connection 

Frequency 

Position 

Number 

Signal 

Ant.* 

1400 k.c. 

140 

Det. 1 

Max. 

u 

U 

u 

R.F. 1 

Max. 

a 

t( 

il 

Ant. 1 

Max. 


# Connect a 200-mmf. condenser between signal generator and antenna post 
of set, at the antenna post. 

Note 1. — Mounted on right side of frame of tuning -condenser assembly and 
leached from rear and top of chassis. 
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MODEL NO. 4 


Signal 

Generator 

Signal 

Generator 

Wave Band 
Dial Switch 

Trimmer 

Output 

Connection 

Frequency 

Position Position 

Number 

Signal 

Converter 1 

3.5 m.c. 

3.5 m.c. 3.5 m.c. band 

7 

Max. 2 

Ant. 

it 

1.6 m.c. 

1.6 m.c. “ 

14 

Max. 

u 

7 m.c. 

7 m.c. 7 m.c. band 

6 

Max. 

u 

3.5 m.c. 

3.5 m.c. 

13 

Max. 

u 

18 m.c. 

18 m.c. 18 m.c. band 

5 3 

Max. 

it 

8.8 m.c. 

8.8 m.c. “ 

11 4 

Max. 

u 

1000 k.c. 

... 

17 5 

Min . 


Note 1. — Connect converter to receiver in the usual manner. Set the receiver 
dial at 1000 k.c. 

Note 2. — Output meter connected to receiver. 

Note 3. — Turn all the way in. Then back off until second signal is heard. 

Adjust to maximum on this peak. This adjustment is critical. 

Note 4 . — On early production only. Later production used a fixed 1800 mmfd. 
condenser. 

Note 5. — This wave-trap adjustment is made to eliminate interference from 
stations broadcasting at or near 1000 k.c. 
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MODEL NO. 5 


Signal 

Signal 


Wave Band 



Generator 

Generator 

Dial 

Switch 

Trimmer 

Output 

Connection 

Remove grid 

Frequency Position 

clip from 6A7 

Position 

Number 

Signal 

Control 
grid of 
6A7 tube 

460 k.c. 

. . . 

. . . 

8 1 


u 

it 



4 

Max. 

u 

it 

• • • 

. . . 

3 

Max. 

u 

it 


. . . 

2 

Max. 

tt 

Connect grid 

it 

clip to 6A7 

. . . 

. . . 

1 

Max. 

Ant. 2 - ' 

1500 k.c. 

Note 3 

... 

Osc. 4 

section 

Max. 

U 

1400 k.c. 

1400 k.c. 5 


Ant. 6 

section 

Max. 

it 

600 k.c. 

600 k.c. 


8 

Max. 

u 

1400 k.c. 

1400 k.c. 


Ant. 6 

flection 

Max. 


Note I. — Turn in until tight. Then “back off” one full turn. Leave at this 
setting until later adjustment. 

Note 2. — Through a 150 mmfd. condenser. 

Note 3. — Unmesh plates as wide as possible. Place piece of paper on Btator 
plates and then turn rotor out until it iust strikes paper. This gives 
the 1500 k.c. setting of the receiver dial. 

Note 4. — Located on second section of tuning -condenser gang nearest drive 
mechanism. 

Note 5. — Remove paper (mentioned in Note 3) from tuning condenser. 

Note 0. — Located on tuning condenser section. 

Note 7. — When the antenna-stage adjustment is made with the receiver in- 
stalled in the car, the receiver must be connected to the car antenna 
in the usual manner. Connect the signal -generator output to a wire 
placed near the car antenna but not connected to it. 
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MODEL NOS. 6, 9, 12 (122), A, B 


Signal 

Generator 

Signal 

Generator 

Wave Band 
Dial Switch 

Trimmer 

Output 

Connection 

Frequency 

Position Position 

Number 

Signal 

Remove grid clip from det-.osc. tube 
Control 260 k.c. 

2 

Max. 

grid of 

det.-osc. 

« 

u 


4 

Max. 

u 

u 

• • • • • • 

3 

Max. 

Connect grid clip to det.- 
Ant. 1 - < 1400 k.c. 

osc. tube 
140 

Third 2 

Max. 

M 

u 

u 

section 
Second 8 

Max. 

U 

u 

tt 

section 
First 3 

Max. 

u 

700 k.c. 

70 

section 

8 

Max* 

u 

1400 k.c. 

140 

Third 2 

Max. 

Note 1.— Through 
Note 2. — Located 

a 150 mmfd. condenser, 
on extreme left of tuning condenser. 

section 



Note 3. — Located on tuning condenser. 

Note 4 . — When the antenna-stage adjustment is made with the receiver in- 
stalled in the car, the receiver must be connected to the car antenna 
in the usual manner. Connect the signal -generator output to a wire 
placed near the car antenna but not connected to it. 

* While rocking. 
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MODEL NOS. 7, 8, 12 (121) 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from det.-osc. tube 
Control 175 k.c. 


2 

Max. 

grid of 
det.-osc. 
tube 

u 

tt 



4 

Max. 

a 

u 

• • • 

• • • 

3 

Max. 

Connect grid clip to det.-osc. tube 
Ant. 1 . * 1400 k.c. 140 


Third 2 

Max. 

« 

u 

tt 


section 
Second 8 

Max. 

U 

u 

u 


section 
First 3 

Max. 

a 

700 k.c. 

70 

• • • 

section 

8 

Max.* 

u 

1400 k.c. 

140 

• • • 

Third 3 

Max. 

Note 1.— Through 
Note 2.— Located 

a 150 mmfd. condenser, 
on extreme left of tuning condenser. 

section 



Note 3. — Located on tuning condenser. 

Note 4. — When the antenna-stage adjustment is made with the receiver in- 
stalled in the car, the receiver must be connected to the car antenna 
in the usual manner. Connect the signal -generator output to a win 
placed near the car antenna but not connected to it. 

* While rocking. 
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MODEL NOS. 10 (121, 122), 800 (121), C (121, 122), 
D (121, 122), E (121, 122), H (121) 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from det.-osc. 
Control 260 k.c. 


l 1 


grid of 
det.-osc. 

a 

tt 



2 2 

Max. 

it 

a 



1 3 

Max. 

it 

it 



3 1 

• • • 

it 

it 



4 2 

Max. 

it 

tt 


• • • 

3 s 

Max. 

Connect grid clip to det.- 
Ant. 4 - 6 1500 k.c. 

•OSC. 

Note 5 


7 

Max. 

u 

1400 k.c. 

140 


6 

Max. 

u 

tt 

n 


5 

Max. 

a 

600 k.c. 

60 


8 

Max * 

u 

1400 k.c. 

140 


6 

Max. 

it 

it 

tt 

• • • 

5 

Max. 


Note 1. — Screw adjustment. Turn all the way in. 

Note 2. — Nut adjustment. 

Note 3. — This is a critical adjustment. Note the maximum reading, then turn 
screw in again and slowly bring adjustment to this maximum reading. 
Do not pass this point. If you do, repeat the adjustment. 

Note 4. — Through a 150 mmfd. condenser. 

Note 5. — Using a piece of paper approximately .006" thick as a gauge between 
the heel of the rotor plates and the stator plates, turn the rotor 
plates until they strike against the paper. This is the correct adjust- 
ment for 1500 k.c. — 150 on the dial scale. 

Note 6. — When the antenna-stage adjustment is made with the receiver in- 
stalled in the car, the receiver must be connected to the car antenna 
in the usual manner. Connect the signal -generator output to a wire 
placed near the car antenna but not connected to it. 


Google 
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MODEL NOS. 11 (121, 122), 700, J, Q, R 


Signal 

Generator 

Signal 

Generator 

Wave Band 
Dial Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from det.-osc. tube 
Control grid 260 k.c. 


l 1 


of det.- 
osc. tube 

u 

u 



2 2 

Max. 

u 

it 



1* 

Max. 

u 

u 



3i 


u 

tt 



4 2 

Max. 

u 

u 

• • • 

• • • 

3® 

Max. 

Connect grid clip to det.- 
Ant. 4 * 6 1580 k.c. 

-osc. tube ' 
Note 5 


7 

Max. 

u 

1400 k.c. 

140 


6 

Max. 

u 

a 

u 


5 

Max. 


Note 1. — This is a screw adjustment. Turn all way in. 

Note 2. — This is a nut adjustment. 

Note 3. — This adjustment is critical. Note maximum reading obtainable and 
then turn the screw in again, just bringing it up to the maximum 
reading. Do not pass this point. If you do, repeat complete 
operation. 

Note 4. — Through a 150 mmfd. condenser. 

Note 5. — Using a piece of paper approximately .006" thick as a gauge be- 
tween the heel of the rotor plates and the stator plates, turn the 
rotor plates until they strike against the paper. This is the correct 
adjustment for 1580 k.c. — 158 on the dial scale. 

Note 6. — When the antenna-stage adjustment is made with the receiver in- 
stalled in the car, the receiver must be connected to the car antenna 
in the usual manner. Connect the signal -generator output to a wire 
placed near the car antenna but not connected to it. 
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MODEL NO. 14 (121, 122, 123) 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Disconnect grid clip from 6A7 
Control 175 k.c. 55 

Broadcast 

1 

Max. 

grid of 
6A7 

it 

a 

tt 

u 

2 

Max. 

it 

u 

u 

u 

3 

Max. 

it 

it 

tt 

u 

4 

Max. 

Connect grid clip to 6A7 
Ant.** 1400 k.c. 

140 

u 

Osc.H.F. i 

Max. 

u 

tt 

u 

u 

Det. 1 

Max. 

u 

tt 

t< 

u 

5 

Max. 

u 

600 k.c. 

60 

u 

6 

Max* 

it 

1400 k.c. 

140 

u 

OscJEUF. 1 

Max. 


Note 1. — Located on tuning-condenser assembly and accessible from above. 

* While rocking. 

** Connect 200 -mmf. condenser between signal generator and antenna post, 
at the antenna post. 
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MODEL NOS. 15, 111, 112, 211, 2*2 

'■ : 7 •> 

Signal Wave Band 

Generator T>ial Switch ** > Trimmer Output 

Frequency Position Petition Number Signs! 

Bteraove grid clip from 1st del* 

Mdei. 175 k.c. 55 ... 1 Max 

lf « • ■ g ... 2 Max> 

* “ u .... a Max 

* * | ... i Max. 

Connect grid dip. io 1st de?t. 

A&L** 1400 k.c. 140 ... 5 Max, 

6 Max. 

* . n “ ... 7 Max 

' • * • * ... 8 Max. 

- BOO .k.c. 60 9 Max* 

% im.Ux-. 340 . ... 5 Max, 

•. 

* white 

*+ Canned coudenssc bat. ween gm«r*to r and w&ton* pc«d..< 

at the antenna >>V : -\'U .; ; -Xv 


Signal 

Generator 

Connection 


^ v •* • , 


tf'ZM+Qpia 

- l?5 K.Cv 
•3»7- ts-Aor.ic. 


?5 K. - . 


&NT, < 
WO*v& 


Atit. ■ 
<400>C.C 




VM*-. 
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MODEL NO. 16 (121, 122, 123) 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from 1st det. tube 
Control 460 k.c. 520 k.c. 

520-1500 k.c. 

7 

Max. 

grid of 
1st det. 

u 

u 

tt 

u 

8 

Max. 

u 

a 

u 

u 

9 

Max. 

H 

u 

u 

it 

10 

Max. 

u 

u 

u 

it 

11 

Max. 

u 

it 

u 

u 

12 

Max. 

Connect grid clip to 1st det. 

Ant. 1 460 k.c. 520 k.c. 

520-1500 k.c 

. 13 

Min. 

a 

11 m.c. 

11 m.c. 

53-12 m.c. 

1 

Max. 

u 

11 m.c. 

22 m.c. 

11-23 m.c. 


Note 2 

it 

5 2 m.c. 

52 m.c. 

3 .2-6.0 m.c. 

2 

Max. 

u 

3.5 m.c. 

33 m.c. 

13-4.0 m.c. 

3 

Max. 

it 

1.6 m.c. 

1.6 m.c. 

a 

4 

Max. 

it 

1400 k.c. 

1400 k.c. 

520-1500 k.c. 

, 5 

Max. 

it 

520 k.c. 

520 k.c. 

if 

6 

Max. 


Note 1. — Use dummy antenna of 200 -mmf. condenser in series on broadcast 
band and a 400 -ohm carbon resistor on shortwave bands. 

Note 2. — If signal is not heard within a reasonable distance (100 k.c.) on either 
side of the 22 m.c. point, slightly change previous 11 m.c. adjustment 
until signal is heard. This causes a slight error in the 11 m.c. setting. 
The error at the two points (11 m.c. and 22 m.c.) must be split in 
proportion to the frequencies. Do not mistake the image frequency 
of 22 m.c. which can be heard at approximately 21.1 m.c. 
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MODEL NO. 17 (121, 122, 123) 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from 6A7 
Control 175 k.c. 

55 

Broadcast 

1 

Max. 

grid of 
6A7 1 

u 

u 

u 

u 

2 

Max. 

it 

tt 

u 

tt 

3 

Max. 

u 

tt 

tt 

it 

4 

Max. 

u 

it 

tt 

u 

5 

Max. 

Connect grid clip to 6A7 
Ant. 2 1400 k.c. 

140 

tt 

6 

Max. 

u 

a 

u 

u 

7 

Max. 

tt 

tt 

it 

a 

8 

Max. 

u 

600 k.c. 

60 

a 

9 

Max.* 

u 

1400 k.c. 

140 

u 

6 

Max. 

u 

1600 k.c. 

1.6 

s.w. 

10 

Max* 

* While rocking. 
Note 1 . — Connect 

0.1 -mf. condenser between grid clip and ground. 



Note 2.— Connect a 200-mmf. condenser between signal generator and an- 
tenna post of set, at the antenna post. 
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MODEL NOS. 18 (121-124), 503 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from 6A7 
Control 260 k.c. 

55 


3 

Max. 

grid of 
6A7 

u 

u 

a 


2 

Max. 

u 

u 

u 

• • • 

1 

Max. 

Connect grid clip to 6A7 
Ant.** 1500 k.c. 

150 


6 

Max. 

U 

1400 k.c. 

140 


5 

Max. 

u 

1400 k.c. 

u 


4 

Max. 

it 

600 k.c. 

60 


7 

Max* 

it 

1500 k.c. 

150 

• • • 

6 

Max. 


* While rocking. 

** Connect a 200-mmf. condenser between signal generator and antenna post 
of set, at antenna post. 
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MODEL NOS. 19, 26, 27, 32, 89 


Signal 

Generator 

Signal 

Generator 

Dial 

Trimmer 

Connection 

Frequency 

Position 

Number 

Remove grid clip 
Control 

from det.-osc. 
260 k.c. 

55 

1 

grid of 
det.-osc. 

u 

it 

u 

2 

u 

a 

ti 

3 

Connect grid clip 
Ant.** 

to det.-osc. 
1400 k.c. 

140 

4 

u 

l( 

u 

5 

it 

it 

« 

6 

a 

650 k.c. 

65 

7 

u 

1400 k.c. 

140 

4 


* While rocking. 

** Connect a 200 -mmf. condenser between signal generator and 
of set, at antenna post. 


Output 

Signal 


Max. 


Max. 

Max. 


Max. 

Max. 

Max. 

Max* 

Max. 


antenna post 
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MODEL NO. 28 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from 6A7 
Control 460 k.c. 600 k.c. 

Broadcast 

6 1 

Max. 

grid of 
6A7 

it 

tt 

it 

u 

5 3 

Max. 

u 

a 

tt 

u 

41 

Max. 

it 

tt 

u 

tt 

32 

Max. 

it 

tt 

tt 

u 

2 1 

Max. 

it 

tt 

it 

it 

1 2 

Max. 

Connect grid clip to 6A7 
Ant. 4 

540 k.c. 

it 

7 

Min. 

u 

1500 k.c. 

1500 k.c. 

tt 

8 

Max. 

it 

tt 

tt 

tt 

9 

Max. 

it 

600 k.c. 

600 k.c. 

it 

10 8 

Max. 


Note 1. — Nut adjustment. 

Note 2. — Screw adjustment. 

Note 3. — Accessible through hole from top of chassis. 

Note 4. — Use a 200-mmf. condenser as dummy antenna for broadcast band and 
a 400 -ohm carbon resistor on the shortwave band. 
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MODEL NOS. 29, 29TX 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid 
Control 

clip from 6A7 
460 k.c. 600 k.c. 

Broadcast 

11 

Max. 

grid of 
6A7 

tt 

a 

tt 

u 

2 2 

Max. 

it 

tt 

it 

tt 

3 1 

Max. 

it 

a 

u 

tt 

4 2 

Max. 

tt 

u 

tt 

it 

5i 

Max. 

it 

it 

u 

tt 

6 2 

Max. 

Connect grid 
Ant. 4 

clip to 6A7 

u 

540 k.c. 

u 

7 

Min. 

u 

1500 k.c. 

1500 k.c. 

u 

8 

Max. 

a 

tt 

tt 

a 

9 

Max. 

a 

600 k.c. 

600 k.c. 

tt 

10 8 

Max. 


Note 1. — Nut adjustment. 

Note 2. — Screw adjustment. 1 

Note 3. — Accessible through hole from top of chassis. 

Note 4. — Use a 200 -mmf. condenser as dummy antenna on the broadcast wave- 
band and a 400-ohm carbon resistor on the shortwave band. 
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MODEL NOS. 30, 95, 96, 296 


Generator 

Generator 

Dial 

Trimmer 

Output 

Connection 

Frequency 

Position 

Number 

Signal 

Ant* 

1300 k.c. 

130 

Det. 1 

Max. 

u 

it 

tt 

3rd 1 

Max. 




R.F. 


u 

it 

tt 

2nd 1 

Max. 




R.F. 


a 

it 

a 

Ant. 1 

Max. 


Not* 1. — Located on top of chassis, behind gang condenser and between r.f. 
coil shields. 

* Connect a 2 00 -mm f. condenser between the signal generator and the an- 
tenna post of the set, at the antenna post. 


MODEL NOS. 40, 41, 42 


Signal 

Generator 

Signal 

Generator 

Dial 

Trimmer 

Output 

Connection 

Frequency 

Position 

Number 

Signal 

Ant* 

1300 k.c. 

130 

Ant. 1 * 2 


it 

tt 

tt 

1st r.f 2 

Max, 

tt 

a 

a 

Ant. 2 

Max. 


Note 1. — Turn all the way in so as to purposely unbalance the first stage and 
permit accurate alignment of the second stage. 

Note 2. — Located at the right of the gang condenser in front of the 1st r.f. 

transformer — accessible from top of chassis. 

* Connect a 200 -mmf. condenser between the Bignal generator and the antenna 
post of the set, at the antenna post. 


MODEL NO. 46 


Signal 

Signal 


Wave Band 



Generator 

Generator 

Dial 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Ant* 

1200-1400 k.c 

120-140 


Det. 1 

Max. 

u 

tt 

u 


RJF. 1 

Max. 

u 

it 

tt 

• • • 

Adit. 1 

Max. 


* Connect a 200 -mmf. condenser between Bignal generator and antenna post 
of set, at the antenna post. 

Not* 1. — These trimmers are located on the sections of the variable- condenser 
gang. Adjust from above. 
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MODEL NOS. 34, 34A 

Signal Signal . Wave Band 

Generator Generator Dial Switch Trimmer Output 

Gcrmectioti Frequency Pwtt&on Position Number Signal 

' 

RepioVe grid dip from 1«C6 

ijtidof 469 k,e. 529 k.c. Broadcast 7 Max. 

1 C* 

•' '• “ “ 8 M*x. 

“ “ 9 Mas. 


CoiHiect grid e% to 1C6 

Ant* • ’ 520 k.c. 13 Min~ 

“ 29 m.e. Hange i i Ma^ ? 

“■ ii># xo-c. Range 3 3 Max, 

^ 35 tax* ^ .£; 3 1 Max. 

* Y 1500 k.c. 15 m.c. ,{ 4 3 Max, 

v 1469 k.c. 1400 k.c Broadcast. mi Max 

520 lc,c* 520 k.c, jOg Ma*« 

Note 1. — AceeMiblo from iraderaasth chassis, 

* Use a 200 -mint, condenser as dummy antenna on the waveband 


and a 400-ohtn carbon resistor on the shortwave band; 


wmi. * mate 
>.*«kc iTS^iVt aJ< 5%? 


rr.fdo^o. 


mmM 


mik&tfmst 


*.V W« 4 W 
. ff • 

\*gq ;#?/.• '. ' • 






: ••• : :?• 
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MODEL NOS. 35, 36 


Signal 

Generator 

Signal 

Generator 

Dial 

Trimmer 

Output 

Connection 

Frequency 

Position 

Number 

Signal 

Remove grid 
Control 

clip from 1st det. 
260 k.c. 

55 

l 1 

Max. 

grid of 
1st det. 

u 

a 

a 

2 1 

Max. 

a 

a 

tt 

3i 

Max. 

Connect grid 
Ant* 

clip to 1st det. 
1400 k.c. 

140 

4 

Max. 

a 

it 

a 

5 

Max. 

a 

a 

u 

6 

Max. 

a 

600 k.c. 

60 

7 2 

Max.** 

it 

1400 k.c. 

140 

4 

Max. 


Note 1. — (1), (2), and (3) are accessible at rear of chassis. 

Note 2. — (7) is accessible through hole from top of chassis. 

* Connect a 200-mmf. condenser between signal generator and antenna post of 
set, at the antenna poet. 

** While rocking. 
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MODEL NO. 37 


Signal 

Generator 


Signal 

Generator 

Dial 

Trimmer 

Output 

Connection 


Frequency 

Position 

Number 

Signal 

Remove grid 
Control 

clip 

from 1st det. 
175 k.c. 

55 

1 

Max. 

grid of 
1st det. 

u 


a 

a 

2 

Max. 

u 


u 

u 

3 

Max. 

Connect grid 
Ant * 

clip 

to 1st det. 
1400 k.c. 

140 

4 

Max. 

u 


u 

u 

5 

Max. 

it 


tt 

a 

6 

Max. 

u 


600 k.c. 

60 

7 

Max.** 

u 


1400 k.c. 

140 

4 

Max. 


* Connect a 200-mmf. condenser between the signal generator and the an- 
tenna post of the set, at the antenna post. 

** While rocking. 
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MODEL NO. 37-9 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 

470 k.c. 

580 k.c. 

Broadcast 

54 

Max. 

grid '■ 2 
of 6A8G 

tt 

it 

tt 

it 

53P 

Max. 

tt 

tt 

It 

tt 

43S 

Max. 

tt 

tt 

tt 

u 

43P 

Max. 

Ant. term. 8 

1600 k.c. 

1600 k.c. 

u 

21 

Max. 

#1 

tt 

it 

tt 

tt 

36B 

Max. 

it 

tt 

tt 

n 

36A 

Max. 

tt 

580 k.c. 

580 k.c. 

u 

22 

Max* 

tt 

1600 k.c. 

1600 k.c. 

tt 

21 

Max. 

it 

1500 k.c. 

1500 k.c. 

n 

36A 

Max. 

it 

it 

it 

tt 

36B 

Max. 

it 

6 m.c. 

6 m.c. 

Range 2 

21A 

Max. 

it 

18 m.c. 

18 m.c. 

2.3-7 .4 m.c. 
Range 3 

21B 

Max. 

it 

tt 

17.06 

7.35-22 m.c. 

a 

Image check 

it 

tt 

18 m.c. 

tt 

10 

Max* 

it 

u 

tt 

u 

4 

Max. 

tt 

tt 

u 

a 

21B 

Max. 

it 

1000 k.c. 

1000 k.c .< 

Broadcast 

53S 

Max. 5 


Note 1. — Through a .1 mfd. condenser. 

Note 2. — Set controls as follows: Magnetic tuning — “off”; bass compensation — 
minim um. 

Note 3. — Through a .1 mfd. condenser. Link terminals 2 and 3. 

Note 4. — The receiver dial must be adjusted very accurately for maximum 
output. 

Note 5. — The magnetic tuning control should be turned to the “on” position 
before adjusting trimmer 53S. When the adjustment is completed, 
there should be no change in tone or hiss, when the magnetic tuning 
control is switched “on” and “off.” A change indicates a shift in 
frequency and means that the adjustment should be repeated. 

•While rocking. 
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MODEL NOS. 37-10, 37-11 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 

470 k.c. 

580 k.c. 

Broadcast 

59 

Max. 

grid 2 of 
6K7G i.f. 

tt 

u 

u 

tt 

48P 

Max. 

Control grid 

u 

u 

tt 

54S 

Max. 

of 6A8G 

u 

u 

tt 

u 

54P 

Max. 

Ant. term. 8 

18 m.c. 

18 m.c. 

Range 3 

24B 

Max. 4 

n 

it 

a 

17.06 m.c. 

735-22 m.c. 

tt 

Image 

check 

it 

u 

18 m.c. 5 

tt 

10B 

Max. 

it 

u 

a 

tt 

2B 

Max. 

tt 

18 m.c. 6 

u 

tt 

24B 

Max. 

it 

a 

17.06 m.c. 

u 

Image check 

tt 

7 m.c. 

7 m.c. 

Range 2 

24A 

Max. 

tt 

6 m.c. 

6 m.c. 

23-7.4 m.c. 

u 

10A 

Max. 

tt 

tt 

a 

tt 

2A 

Max. 

it 

1600 k.c. 

1600 k.c. 

Broadcast 

24 

Max. 

it 

u 

tt 

a 

10 

Max. 

tt 

u 

tt 

tt 

O 

** 

Max. 

tt 

580 k.c. 

580 k.c. 

tt 

25 

Max* 

tt 

1600 k.c. 

1600 k.c. 

tt 

24 

Max. 

tt 

1500 k.c. 

1500 k.c. 

it 

10 

Max. 

tt 

tt 

tt 

tt 

2 

Max. 

tt 

1000 k.c. 

1000 k.c* 

tt 

48S 

Note 8 


Note 1. — To align the dial to track properly with the tuning condenser, proceed 
as follows: Loosen the shaft coupling set screws, turn the tuning 
condenser fully closed and the dial to the first index line. Now 
tighten the set screws, and rotate the dial until the 520 k.c. mark is 
midway between the index line and the glowing beam indicator. With 
the condenser in this position, loosen the set screws and turn the dial 
until the glowing beam indicator is centered on the index line. Be 
careful that the timing condenser is not disturbed while turning the 
dial. Now retighten the set screws. 

Note 2. — Through a .1 mfd. condenser. Controls as follows : Magnetic tun- 
ing — “off"; Bass compensation — minimum. 

Note 3. — Through a .1 mfd. condenser. Link terminals 2 and 3. 
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Note 4 . — The lower capacity setting should be used. 

Note 5. — Connect a variable tuning condenser (Philco part No. 45-2325) from 
the oscillator compensator to ground. Tune the added condenser so 
that the second harmonic of the oscillator beats against the signal to 
produce maximum output. Then adjust 10B for maximum output. 

Note 6. — Remove external variable condenser. 

Note 7. — The receiver dial must be adjusted very carefully for maximum 
output. 

Note 8. — The magnetic tuning control must be turned to the “on” position 
before adjusting trimmer 48S for maximum output. When the adjust- 
ment is completed there should be no change in tone or hiss when the 
magnetic tuning control is switched “on" and “off.” A change indi- 
cates a shift in frequency and the adjustment should be repeated. 

* While rocking. 
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MODEL NO. 37-33 


Signal 

Generator 

Signal 

Generator 

Dial 

Trimmer 

Output 

Connection 

Frequency 

Position 

Number 

Signal 

Control 1 

470 k.c. 

550 k.c. 

13S 

Max. 

grid of 
1C7G 

u 

u 

it 

13P 

Max. 

it 

u 

it 

12S 

Max. 

tt 

a 

a 

12P 

Max. 

Ant. 2 

1700 k.c. 

Note 3 

4B 

Max. 

u 

a 

a 

4A 

Max. 

u 

580 k.c. 

580 k.c. 

7 

Max * 

a 

1700 k.c. 

Note 3 

4B 

Max. 

u 

<< 

a 

4A 

Max. 

it 

1500 k.c. 

1500 k.c. 

4A 

Max. 


Note 1.— Through a .1 mfd. condenser. 

Note 2. — Connect signal generator direct to transmission line terminals. 

Note 3. — Turn tuning condenser gang to minimum capacity position (clockwise), 
then place a .006" gauge horizontally between the rotor and stator 
plates (left side of tuning condenser facing front of chassis), and 
turn condenser until rotor and stator plates touch gauge. Then 
remove gauge without disturbing this setting of the plates and pro- 
ceed to adjust (4A) and (4B). Follow this same procedure to read- 
just (4A) and (4B) after adjustment of (7) at 580 k.c. 

* While rocking. 
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MODEL NO. 37-34 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Grid of 1 * 2 

470 k.c. 

580 k.c. 


18S 

Max. 

1D7G 

u 

tt 

u 


18P 

Max. 

u 

tt 

a 


17S 

Max. 

u 

a 

u 


17P 

Max. 

Ant. 8 

1600 k.c. 

1600 k.c. 


5A 

Max. 

a 

U 

it 


5 

Max. 

u 

580 k.c. 

580 k.c. 


12 

Max * 

a 

1600 k.c. 

1600 k.c. 


5A 

Max. 

a 

1500 k.c. 

1500 k.c. 

. . . 

5 

Max. 

Note 1. — Dial adjustment : Set the tuning condenser in 

the maximum 

capacity 

position. 

Loosen the set screw of dial hub and set dial with glowing 

indicator centered between the first and second 

index lines at 

the low 


frequency end of the scale. 

Note 2. — Through a .1 mfd. condenser. 
Note 3.— Through a 200 mmfd. condenser. 
•While rocking. 


2*0. DET. 
AV.C.-1H. AUOtO 
1H6G 





raoNT or c*asj*s 


jl 


DET.-OSC. 

1P7G 

OSC. PLATE -U0 V 0 
0 SC. GRID 
10V-D.C.- 


@0SC/1600*.C. 
Qahtisoo k.c 


@osuawvsaoKL 



AU VOLTAGES MEASURED 
room SOCKET CONTACTS to 
GROUND. EXCEPT AS NOTED 


2MO.0ET. 
1st. AUDIO 
1H6G 

5Q 
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MODEL NO. 37-38 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control L 2 

470 k x. 

580 k.c. 

Broadcast 

28S 

Max. 

grid of 
1C7G 

u 

u 

U 

u 

28P 

Max. 

a 

u 

u 

u 

15S 

Max. 

a 

a 

u 

u 

15P 

Max. 

Ant* 

7 j 0 m.c. 

7.0 m.c. 

ShortWave 

12 

Max. 

it 

6J0 m.c. 

6.0 m.c. 

u 

5A 

Max. 

U 

1600 k.c. 

1600 kx. 

Broadcast 

14 4 

Max. 

u 

a 

u 

u 

5 

Max. 

u 

580 kx. 

580 kxs. 

u 

14A 6 

Max* 

a 

1600 k.c. 

1600 k.c. 

u 

14 4 

Max. 

a 

1500 k.c. 

1500 k.c. 

u 

5 

Max. 


Note 1. — Dial adjustment — Set tuning condenser at maximum capacity. Loosen 
set screw of dial hub and set dial so that the glowing indicator is 
centered between the first and second index lines at the low fre- 
quency end of the scale. 

Note 2. — Connect signal generator direct to transmission line terminals. 

Note 3. — Through a 200-mmfd. condenser. 

Note 4. — Screw adjustment. 

Note 5. — Nut adjustment. 

•While rocking. 
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MODEL NO. 37-60 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Grid of 1 * 2 

470 k.c. 

600 k.c. 

Broadcast 

26A 

Max. 

6A8G 

it 

u 

it 

u 

26 

Max. 

if 

it 

u 

u 

14A 

Max 

it 

it 

it 

it 

14 

Max. 

Ant. 8 

7.0 m.c. 

7.0 m.c. Short Wave 

7 

Max. 

u 

6.0 m.c. 

6.0 m.c. 

u 

3A 

Max. 

it 

1600 k.c. 

1600 k.c. 

Broadcast 

8 

Max. 

u 

1500 k.c. 

« 

u 

3 

Max. 

it 

600 k.c. 

600 k.c. 

u 

8A 

Max* 

it 

1600 k.c. 

1600 k.c. 

it 

8 

Max. 

u 

1500 k.c. 

1500 k.c. 

it 

3 

Max. 


Note 1. — Set tuning condenser to maximum capacity position, by turning knob 
counter-clockwise. Loosen set screw of dial hub, and set dial, with 
glowing beam indicator centered between the last two index lines 
at the low-frequency end of broadcast scale. Retighten set screw. 

Note 2. — Through .1 mfd. condenser. 

Note 3. — Connect signal generator direct to transmission line terminals. 

* While rocking. 
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Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Grid of 

470 k.c. 

600 k.c. 

Broadcast 

26A 

Max. 

6A8G i. 2 

u 

it 

it 

u 

26 

Max. 

u 

it 

U 

u 

14A 

Max. 

u 

it 

u 

u 

14 

Max. 

Ant. 8 

18 m.c. 

18 m.c. 

Short W ave 

7 

Max. 

u 

u 

18 m.c. 4 

u 

3A 5 

Max. 

u 

a 

18 m.c. 6 

« 

7 

Note 7 

u 

1600 k.c. 

1600 k.c. 

Broadcast 

8 

Max. 

it 

it 

u 

u 

3 

Max. 

it 

600 k.c. 

600 k.c. 

u 

8A 

Max.* 

it 

1600 k.c. 

1600 k.c. 

u 

8 

Max. 

it 

1500 k.c. 

1500 k.c. 

u 

3 

Max. 


Note 1. — Set tuning condenser to maximum capacity position, by turning knob 
counter-clockwise. Loosen set screw of dial hub, and set dial with 
glowing beam indicator centered between the last two index lines 
at low-frequency end of broadcast scale. 

Note 2. — Through .1 mfd. condenser. 

Note 3. — Connect signal generator direct to transmission line terminals. 

Note 4. — To overcome detuning effect caused by adjustment of (7) in previous 
step, connect variable condenser (350 mmfd. with good vernier drive) 
across oscillator section of tuning condenser, tuning this so that sec- 
ond harmonic of receiver oscillator will beat against the signal from 
the signal generator. 

Note 5. — This adjustment is made under the conditions described in Note 4 
above. 

Note 6. — Remove external condenser mentioned in Note 4. 

Note 7. — Turn counter-clockwise from maximum capacity position until a sec- 
ond peak is reached — adjust to maximum on this pea k only. Neglect 
first peak which is caused by image response. 

• While rocking. 
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MODEL NO. 37-84 


Signal 

Generator 

Connection 


Signal Wave Band 

Generator Dial Switch Trimmer Output 

Frequency PushXon Position Number Signai 

... ... 17 Note 3 


Gri;i <j£ i 
6 J 1 Q 


470 k.c 


Max, 

Msti; 

Not* S 

Max. . 

Max. 

Mux 

Max. 


1700 fc.e. NgtcS 


H00 k.c. Note 

*' ■ ^:1000’toc.. Note 

Note* L—Th. rcu$& & 4 condenser 

.ciockwias' to maximum capacity position Mid U»tft rei«&*f ' TVk 

\tiirn5. 

Note. 1— .T*$fia ; until omltaon (his?) is heard. Ti msh. lUru ’ counter- 

clockwise .Until hiss ceases — continue for - turn -more, 

Note — Through a. iM-mnifd: conrfrnner. 

-Tin* 


bMd£ti?*r to minimum »Mp;>.ci*y position JilooV- 

*?i*e)< Place .006" gauge between fitator and rotor plate 1 *, Tutn 
gang xvortdensec Gouater-ciockwxae until .Btator and tutor plates touch 
gauge. Then jothove gauge, 

-Tup* gang condonasr for w&swuift output. 

-Pirne gang eo&dcn^r fot maximum output. Relocate pointer (if 
neewrary) to indicate 1080 k.c. Dial miUcaiions *:ifl then be correct 
ior all eiatiuna. 


Note ‘4. 

Not *> 


fcxmm 


■l^AUCMO. 

JfesOiL* 


zmsrmr 

■ &IHTR01 
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Signal 

Signal 


Wave Band 



Generator 

Generator 

Dial 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Grid of 1 * 2 

470 k.c. 

600 k.c. 

Broadcast 

20S 

Max. 

6A8G 



(left) 



u 

tt 

tt 

tt 

20P 

Max. 

u 

a 

tt 

it 

19S 

Max. 

u 

tt 

tt 

tt 

19P 

Max. 

Ant. s 

1500 k.c. 

1500 k.c. 

it 

12 

Max. 

a 

u 

tt 

it 

10 

Max. 

a 

a 

it 

tt 

2 

Max. 

a 

600 k.c. 

600 k.c. 

tt 

12A 

Max* 

u 

1500 k.c. 

1500 k.c. 

U 

12 

Max. 

u 

tt 

tt 

it 

10 

Max. 

tt 

tt 

It 

it 

2 

Max. 4 


Note 1. — To check dial adjustment, tuning- condenser gang is Bet at maximum- 
capacity position by turning control knob clockwise. Loosen Bet -screw 
of dial hub and set dial with glowing beam indicator centered be- 
tween the first and second index lines at the low-frequency end of 
scale. 

Note 2. — Through a .1 mfd. condenser. 

Note 3. — Connect signal generator direct to transmission line terminals. 

Note 4. — No adjustments are necessary for the Bhort-wave band. 

* While rocking. 



FRONT OF CHASSIS 




ANT-1 5 00 K.C. 


®R.F 
1500 K.C. 


^ SCREW 
© 1500 K.C. 

NUT-600 K.C. 
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MODEL NO. 37-116 (121, 122) 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Grid of i. * 

470 k.c. 

580 k.c. 

Range 1 

64B 

Max. 

6L7G 

u 

it 

it 

u 

64A 

Max. 

it 

it 

it 

it 

64D 

Max. 

u 

tt 

it 

a 

64C 

Max. 

it 

it 

tt 

it 

71S 

Max. 

it 

it 

it 

a 

71P 

Max. 

it 

Note 3 

it 

a 

71S 

Note 3 

it 

470 k.c. 

580 k.c.* 

tt 

81P 

Min. 

Ant* 

18 m.c. 

18 m.c. 6 

Range 5 

43D 

Note 7 

it 

u 

18 m.c. 8 

a 

7D 

Max. 

U 

tt 

u 

it 

25D 

Max. 

ft 

u 

18 m.c. 9 

a 

43D 

Note 7 

it 

12 m.c. 

12 m.c. 

it 

43E 

Max. 

u 

a 

u 

it 

25E 

Max. 

u 

a 

u 

it 

7E 

Max. 

it 

18 m.c. 

18 m.c. 

it 

43D 

Note 7 

it 

u 

18 m.c. 8 

it 

7D 

Max. 

it 

it 

u 

u 

25D 

Max. 

it 

tt 

18 m.c. 9 

it 

43D 

Note 7 

a 

11.0 m.c. 

11.0 m.c. 

Range 4 

43B 

Max. 

it 

tt 

10.06 m.c. 

a 

Image check 

a 

u 

11.0 m.c. 10 

tt 

7B 

Max. 

it 

a 

u 

u 

25B 

Max. 

it 

u 

11.0 m.c. 11 

u 

43B 

Max. 

u 

75 m.c. 

7.5 m.c. 

tt 

43C 

Max. 

it 

a 

u 

it 

25C 

Max. 

tt 

u 

tt 

it 

7C 

Max. 

tt 

11 m.c. 

11 m.c. 

it 

43B 

Max. 

it 

u 

10.06 m.c. 

it 

Image check 

it 

it 

11 m.c. 10 

a 

7B 

Max. 

it 

it 

tt 

u 

25B 

Max. 

it 

u 

11 m.c. 11 

u 

43B 

Max. 

u 

7.0 m.c. 

7.0 m.c. 

Range 3 

43 

Max. 

it 

tt 

a 

u 

25 

Max. 

u 

u 

u 

a 

7 

Max. 

it 

5.0 m.c. 

5.0 m.c. 

it 

43A 

Max. 

it 

u 

u 

a 

25A 

Max. 

it 

it 

u 

tt 

7A 

Max. 

a 

7.0 m.c. 

7.0 m.c. 

u 

43 

Max. 

it 

a 

u 

it 

25 

Max. 

it 

u 

u 

it 

7 

Max. 

it 

45 m.c 

4.5 m.c. 

Range 2 

42B 

Max. 

a 

a 

u 

a 

24A 

Max. 

it 

a 

u 

it 

6A 

Max. 

it 

1.7 m.c. 

1.7 m.c. 

it 

42C 

Max.* 
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MODEL NO. 37-116 (12%, $22) Cont 

Wwy* Ba/id 

• Svmcfc < 

Position 

45 m.c, Range ! 


Position 


Trimmer Output 

Notubc? f-i t twd 

42B Mis.. 

Max; 
8A Max 

42 Max. - 

24 Max. 

<5 Max. 

42A Max.*. 

42 Max. 

24 Max. 

8 Max. 


* 1000 It*: Note 12 * . Max. 

. u “ Note 13 “ $£§ Max. 

* “ Note 14 " 

Not? (*— Tha receiver should jbe allowed to Ibe&t la r efc J«urt 18. mwiita* hater© 
• ' adjusting the .'OODOpeneeku’S. 

Ditti ftet em ews wo vhaft turning £>f timing 

dense?, imd turn until plaice 3,™ • in . < n-i -«:up jcr ; y paeirihu. Bg%. 

f iowiM : fceoftt-' Indicator on index tine lowvfrHqiieniiy end of the 

road east band and tighten, set serowe. Tiirp tuning -opod<*uier- con- 
trol until indicator ia on firyi division front m4& linn tod again 
lowscn aet screws on shaft couplings Without di?tlirbtwt? •posituJii Df 
v^ritthlo ocmdwiwe^ turn die! uutd uKiicstoT » M hides H*?*. 

C^fully lighten yet-Bmjwt? in this position, £k?fc teoiiivor volume 
nonirol in .maximum position. Turn fiddity-salaetivily ^ynirol clock- 
wise and magnetic timing control in position (count&r - riockwisej. 

Note 3,~Tb rough *t arid. condeiwier. 

Note 3.— Turn fidelity -seine tivity control to the t'Jtpamicd position (counter-* 
clockwise). Check i-f, curve for aymsuetry as follows : Slowly shift 
jsi^isl. -generator -di*i between 46h k, a* and 480- k,c. As di*i i« turned! 
two pe**k$ will be indicated oft output hi aba u? 463 k,c_. 

end the oth?y* at hlmut 475 k.ct TUace peaks should, gi ve the ssror 
defied inn miho output meter. If they are unequal. adjust (MS) 
slightly to right or lett— depending upon whisk pe&k gives the lower 
reading— Until they are equal. Each time (?l£) is set in afteU^f 
position, rotate signal -generator dial through 460 k.«v to 4$D k.c. and 
note output-meter reading of each peak If peaks become more 
equal when (/IS) is -ttatfcd to left, contimt? aft this Until 

they am equal. If they become more unequal, turn (71S) to right. 
Continue thia adjustment in either direction, -until the peaks become 
equal. 

Note 4.— Turn fidelity-selectivity control clockwise (selective position) and Set 
signal generator to give kightsst uOlptufc at this step. 


If; PEAK 470 KC 
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Kola 5.— Connect signal geaeratcn direct to tnuissriuieioa !»e. terminals. 

Note <k— Bet magnetic -tuning control in '!off u posit ton- and fidelity -selectiyity 
control Jti extreme clockwise position; 

Note % — Turn screw clockwise to maximum -cupaei ty jx^iiioh, tb«o slowly turn 
coiwter-dos'JcwiiKs until a stxmcd peak ia nsarhod oo output meter. 
-First peak from maxi mum capacity i*. image response and receiver 
mutt not be id ] gated a* ; t hjs p< y td , XM some r'^ooKw, ottly one 
pz&k will ba found, therefor* ftdhfat <43D) On this peak, af above 
procedure is correctly fd lowed > the image kienaf ''will be found at 
1?.060 me, by advancing signal -generator output and timing receiver 
an to frequency mark on the, scale. 

Note S, — Connect variable eondeilser (Plvileo part $45-232$) across (43D) c6n- 
tact {first contact fiutu left side of receiver,, facing rear Underside 
/ ;• view of chassis) and ground. Time this . c&teraal cf^ndenaw until 
second harmonic of receiver collator beata against signal from 


:K'l{ 

v-\*> l : 



tinned in pote 8 before readjustment df (43Dh 

Note Ifr — Connect extern &j vkuiable-condenwr (FbUco Part *45-2335} «cro*» 
(43BJ contact (third conisot from left side of receiver fauna rear 
underside view of chawKisj mid ground, Tune thi» added condenser 
for maximum output, before adjusting (7B) and (S^B). 

Kota Sf»— ftemove cxtenu&l variable -comienaei of notw 15 before re*4ju*tta*s&% 

of <43B). 

Note 12. — Adjustment of magnetic control — 3et fidaHty-aelcttivity eoniroj in* 
“selective" position (dqckwise) and magnetic tttumg control la “off" 
(out) position. Then adjust receiver tuning condemn for tnaxi- 
nuun output aa accurately hjs pebble— setting signal generator to 
give highest output. 

Note 18— Toro magnetic* tumng control to, ^n" position (clockwise) before 
adjusting (819). 

Note I»k— To check adjustment—' Turn magnetic turning, control t& ■ ; oft u j whw* 
this ii doue, there should b« uo change in W $$ receive' eigneb 
If either 4 change of tofte or a hiss dev«jp^ it indmatsa a shift ha 
fr-ooumi-y: iXnd the adjustment muni hn made agvui, ./ 

• While rocking. 
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MODEL NO. 37-600 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 1 

470 k.c. 

600 k.c. 


23 

Note 2 

grid of 
6A8G 

a 

u 

it 


18 

Max. 

tt 

tt 

tt 


20 

Max. 

it 

it 

tt 


23 

Note 3 

Ant. 4 

1800 k.c. 

Note 5 


6 

Max. 

a 

tt 

tt 


5 

Max. 

u 

600 k.c. 

600 k.c. 


16 

Max.* 

tt 

1800 k.c. 

Note 5 


6 

Max. 

a 

1400 k.c. 

1400 k.c. 


5 

Max. 

u 

1000 k.c. 

Note 6 



Max. 


Not® 1. — Through .1 mfd. condenser. 

Note 2. — Turn to maximum capacity position (clockwise). Then turn counter 
clockwise Vfa turns. 

Note 3. — Turn clockwise until a hiss (oscillation) is heard — Then turn counter 
clockwise until hiss ceases and continue for % turn more. 

Note 4. — Through 100 mmfd. condenser. 

Not® 5. — Turn variable-condenser gang all the way out of mesh. Place .000" 
gauge between stator and rotor plates. Turn rotor plates until gauge 
touches both stator and rotor plates. Then remove gauge. 

Note 0. — After installing chassis in cabinet, tune the variable-condenser gang 
for maximum output and set pointer to read 1000 k.c. This operation 
will correct the dial calibration. 

•While rocking. 
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MODEL NO. 37-602 


Sigiail 

Generator 

ComtactiOK, 

Control 
grid *•• 
of«K7G 


Signal Wft?c Sand 

Generator Dud Switch Trimmer Output 

Frequency Ponitiou Politico Numbtr Signal 

470 kk 550 k.c ..V 21 M as. 


ISOOk.o. Note 4 


GOO k c. 600 k.c. , r <, 8 Max;* 

1800 k c. Note 4 .V, 0A Mh^, 

^ 1400. k.c. 1400 kx. ... 3 Max 

1000 Jk,c; Note .5 . .. .... Mai. 

Koto 3, 1— Through .lmld, condenser. 

Kota 3. — TUr6i^h 100 qamfd. condenser. 

Note 4.~Tum. gang condenser counter doakwiae to minimum -capacity position 
find place W&' gauge between atatar and roto? platesv: Tiiic gang 
eondaaser dock w ise until utktor an*l rotor plu*s both touch gauge.. 
Then remove gauge. 

Kota 5.— After hjataUing uhanaiw lo cabinet, iime til* **iiabtew<Jofcden*ir gang 
{or; ■ maximum ; output iukI 'met dial pointei to read l&flS k.c. This 
npenartion^ ^ •'oryaats the dial calibration. 

•While rocking 


25A6G 

OU1TKJT 






u RATION 

*$+*■$?** ssisctok 


AECTifne:* 



. - ‘ ■<! •;> ; . 

it 

/V ■ v •• 

* * «• 

21 Mai. 

grid* 

-f •■ '••;; 



“ ‘ * \vs;:% ;'V'4 *.-J 

4 v ; 4 -'^. ir-.zg v 

ofSASG 




\ 4 \\ T ./ 
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MODEL NO. 37-604 


Signal 

Signal 


Wave Band 



Generator 

Generator 

Dial 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 

470 k.c. 

550 k.c. 

Broadcast 

24A 

Max. 

grid b 2 






of 6K7G 






u 

it 

it 

u 

24 

Max. 

Control 

it 

ii 

a 

18A 

Max. 

grid 2 






of 6A8G 






u 

tl 

tt 

a 

18 

Max. 

Ant. 8 

18 m.c. 

18 m.c. 

Short Wave 

3C 

Max. 

« 

a 

18 m.c. 4 

u 

3A 

Max. 

a 

u 

18 m.c. 5 

u 

3C 

Note 6 

tt 

18 m.c. 7 

17.060 m.c. 

tt 

Image check 

a 

6 m.c. 

6 m.c. 

a 

6A 

Max* 

u 

18 m.c. 

18 m.c. 4 

a 

3A 

Max. 

u 

a 

IS m.c. 5 

u 

3C 

Note 6 

tt 

18 m.c. 7 

17.060 m.c. 

a 

Image check 

a 

1600 k.c. 

1600 k.c. 

Broadcast 

3B 

Max. 

tt 

U 

a 

u 

3 

Max. 

u 

600 k.c. 

600 k.c. 

u 

6 

Max* 

u 

1600 k.c. 

1600 k.c. 

u 

3B 

Max. 

u 

it 


a 

3 

Max. 

u 

1400 k.c. 

1400 k.c. 

a 

3 

Max. 


Note 1. — Dial adjustment — Turn tuning condenser counter clockwise to extreme 
maximum -capacity end. Loosen set screw of dial hub, then turn 
dial until glowing beam indicator is centered on the first index line of 
dial scale and retighten set screw. 

Note 2. — Through .1 mfd. condenser. 

Note 3. — Connect signal generator direct to transmission line terminals. 

Note 4. — Connect vernier-drive variable condenser of about 350 mmfd. across 
oscillator section of receiver variable condenser (bottom section). 
Tune until second harmonic of receiver oscillator beats ncainst signal 
from signal -generator. 3A is adjusted under these conditions. 

Note 5. — Remove external variable condenser mentioned in Note 4 above. 

Note 6. — Turn to maximum -capacity position, and then turn counter clockwise 
until a second peak is reached. Adjust to maximum on this peak 
only. Do not use first peak which is caused by image response. 

Note 7. — Increase signal -generator output to a value great enough to clearly 
indicate the image signal at this step. 

* While rocking. 
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MODEL NO. 37-610 (121, 122) 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 1 > 2 

470 k.c. 

550 k.c. 

Range 1 

29 

Max. 

grid of 
6A8G 

tt 

it 

tt 

(broadcast) 

tt 

28 

Max. 

tt 

tt 


tt 

26 

Max. 

tt 

ft 


u 

25 

Max. 

Ant. 8 

18.0 m.c. 

18.0 m.c. 

Range 3 

19 

Max. 

tt 

u 

tt 

tt 

6 

Max. 

tt 

a 

18.0 m.c. 4 

tt 

6 

Max. 

tt 

u 

18.0 m.c. 5 

u 

19 6 

Max. 

a 

7.0 m.c. 

7.0 m.c. 

Range 2 

15 

Max. 

tt 

6.0 m.c. 

6.0 m.c. 

u 

5 

Max. 

tt 

800 k.c. 

1600 k.c. 

Range 1 

14 

Max. 

tt 

u 

n 

a 

4 

Max. 

tt 

600 k.c. 

600 k.c. 

a 

13 

Max* 

tt 

800 k.c. 

1600 k.c. 

a 

14 

Max. 

u 

it 

it 

a 

4 

Max. 

tt 

750 k.c. 

1500 k.c. 

tt 

4 

Max. 


Note 1. — Dial adjustment. Turn variable -condenser gang to maximum capacity. 

Loosen set screw of dial hub and turn dial until glowing-beam indi- 
cator is centered between index lines on dial scale. Then retighten set 
screw. 

Note 2. — Through .1 mfd. condenser. 

Note 3. — Connect signal generator direct to transmission line terminals. 

Note 4. — Connect vernier-drive variable condenser, 350 mmfd., across oscillator 
Bection of receiver condenser gang. Tune this condenser so that sec- 
ond harmonic of receiver oscillator will beat against signal from 
signal -generator. (6) is adjusted on this beat. 

Note 5. — Remove external variable-condenser mentioned in note 4 above. 

Note 0. — Turn to maximum capacity (clockwise) — then back-off (counter clock- 
wise) until a second peak is reached. Adjust to maximum on this 
peak only. Do not use first peak (caused by image-frequency signal). 

* While rocking. 




03 C. 

I fi. 


osc© H© osc. 


(6) AWT __ 



[ 37 ] 


Digitized by 


Google 


Original from 

UNIVERSITY OF MICHIGAN 




Digitized by 


MODEL NO. 37-611 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 2 

470 k.c. 

550 k.c. 

Range 1 

23S 

Max. 

grid of 
6A8G 

tt 

a 

il 

(broadcast) 

a 

23P 

Max. 

it 

a 

il 

u 

20S 

Max. 

it 

u 

il 

tt 

20P 

Max. 

Ant* 

18 m.c. 

18 m.c. 

Range 3 

9B 

Note 4 

il 

18 m.c. 5 

17.06 m.c. 

u 

Image check 

it 

18 m.c. 

18 m.c. 6 

tt 

5B 

Max. 

it 

u 

18 m.c. 7 

u 

9B 

Note 4 

it 

18 m.c. 6 

17.06 m.c. 

u 

Image check 

it 

7.0 m.c. 

7.0 m.c. 

Range 2 

9A 

Max. 

it 

6.0 m.c. 

6.0 m.c. 

a 

5A 

Max. 

tt 

1600 k.c. 

1600 k.c. 

Range 1 

9 

Max. 

tt 

u 

u 

ti 

5 

Max. 

it 

600 k.c. 

600 k.c. 

a 

10 

Max* 

tt 

1600 k.c. 

1600 k.c. 

a 

9 

Max. 

it 

1500 k.c. 

1500 k.c. 

u 

5 

Max. 


Note 1. — Dial adjustment — Turn variable condenser to maximum -capacity posi- 
tion. Loosen set screw of dial hub and turn dial until glowing beam 
indicator is centered between index lines on dial scale. Then retighten 
set screw. 

Note 2. — Through .1 mfd. condenser. 

Note 3. — Connect signal generator direct to transmission line terminals. 

Note 4. — Turn clockwise to maximum-capacity position, then slowly turn back 
until a second peak is reached. Adjust to maximum on this peak 
only. Do not use first peak which is caused by image response. 

Note 5. — Increase signal -generator output to a value great enough to clearly 
indicate the image at this step. 

Note 6. — Connect a vernier drive variable condenser (about 350 mmfd.) across 
oscillator section of receiver variable condenser gang. Tune from 
maximum capacity point until second harmonic of receiver oscillator 
beats against signal -generator. Adjust (5B) under these conditions. 

Note 7. — Remove external variable condenser mentioned in note 6. 

* While rocking. 
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MODEL NO. 37-620 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 

470 k.c. 

550 k.c. 

Range 1 

37A 

Max. 

grid 2 
of 6A8G 

u 

u 

a 

(broadcast) 

n 

37 

Max. 

u 

it 

a 

u 

31A 

Max. 

a 

u 

it 

a 

31 

Max. 

Ant. 8 

18 m.c. 

18 m.c. 

Range 3 

23B 

Max. 

u 

a 

u 

u 

8B 

Max. 

a 

a 

a 

a 

4B 

Max. 

a 

u 

18 m.c. 4 

a 

4B 

Max. 

it 

tt 

tt 

it 

8B 

Max. 

tt 

a 

18 m.c. 5 

it 

23B 

Note 6 


(Continued on page 40) 
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Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Ant. 8 

7.0 m.c. 

7.0 m.c. 

Range 2 

23A 

Max. 

tt 

6.0 m.c. 

6.0 m.c. 

tt 

8A 

Max. 

tt 

tt 

u 

tt 

4A 

Max. 

a 

1600 k.c. 

1600 k.c. 

Range 1 

23 

Max. 

tt 

tt 

tt 

u 

8 

Max. 

u 

tt 

tt 

u 

4 

Max. 

tt 

600 k.c. 

600 k.c. 

tt 

21 

Max.* 

a 

1600 k.c. 

1600 k.c. 

tt 

23 

Max. 

it 

it 

tt 

a 

8 

Max. 

u 

tt 

it 

a 

4 

Max. 

it 

1600 k.c. 

1500 k.c. 

tt 

4 

Max. 

tt 

tt 

tt 

u 

8 

Max. 


Note 1. — Dial adjustment — Turn variable condenser gang to maximum -capacity- 
position. Loosen set screw of dial hub and turn dial until glowing 
beam indicator is centered on first index line of dial scale. Then 
retighten set screw. 

Note 2. — Through .1 mfd. condenser. 

Note 3. — Connect signal generator direct to transmission line terminals. 

Note 4. — Connect vernier-drive variable condenser (about 350 mmfd.) across 
oscillator section of tuning condenser gang. Tune so that second 
harmonic of receiver oscillator will beat against signal from signal- 
generator. Adjust (4B) and (8B) under these conditions. 

Note 5. — Remove external variable condenser mentioned in note 4 above. 

Note 0. — Turn clockwise to maximum-capacity position, then back off counter 
clockwise until a second peak is reached on output meter. Adjust to 
maximum on this peak only. Do not use first peak which is caused 
by image response. 

* While rocking. 
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. 37 - 623 , 37-624 


a 

Wave Band 
Switch 

Trimmer Output 

Lion 

Position 

Number 

Signal 

C. 

Range 1 

30s 

Max. 


(broadcast) 

u 

30P 

Max. 


it 

28S 

Max. 


u 

28P 

Max. 


Range 3 

20B 

Note 4 


u 

Image check 

L.C. 6 

it 

4B 

Max. 


tt 

16B 

Max. 


li 

20B 

Note 4 

JEH 

u 

Image check 

m.c. 

Range 2 

20A 

Max, 


u 

4A 

Max. 


u 

16A 

Max. 

c. 

Range 1 

20 

Max. 


u 

4 

Max. 


u 

16 

Max. 

c. 

u 

19 

Max* 

c. 

it 

20 

Max. 

.c. 

u 

4 

Max. 


ti 

16 

Max. 



] 




Digitized by 


Note 1. — Dial adjustment — Turn variable condenser to maximum -capacity po- 
sition. Loosen set screw of dial hub and turn dial until glowing 
beam indicator is centered between first and second index lines at 
low-frequency end of broadcast scale. Then retighten set screw. 

Note 2. — Through .1 mfd. condenser. 

Note 3. — Connect signal generator direct to transmission line terminals. 

Note 4. — Turn clockwise to maximum -capacity position, then slowly turn back 
until a second peak is reached on the output meter. Adjust to 
maximum on this peak only. Do not use first peak which is caused 
by image response. On some receivers, only one peak will be observed 
— use this peak. 

Note 5. — Advance signal-generator output to a value great enough to clearly 
indicate the image signal at this step. 

Note 6. — Connect a variable condenser (Philco Part #45-2325) across oscillator 
compensator (20B) contact (first contact from left side of receiver 
facing rear underside of chassis) and ground. Tune this condenser 
so that second harmonic of receiver oscillator beats against the 
signal from the signal -generator giving a maximum indication on the 
output meter. It may be necessary to increase signal -generator out- 
put to get a readable indication. Adjust (4B) and (16B) under these 
conditions. 

Note 7. — Remove variable condenser mentioned in note 8 above. 

* While rocking. 


MODEL NO. 37-630 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 

470 k.c. 

550 k.c. 

Range 1 

37A 

Max. 

grid 2 
of 6A8G 

u 

it 

tt 

a 

37 

Max. 

u 

it 

tt 

u 

31A 

Max. 

u 

it 

u 

u 

31 

Max. 

Ant* 

18 m.c. 

18 m.c. 

Range 3 

23B 

Max. 

u 

a 

tt 

u 

8B 

Max. 

a 

a 

it 

u 

4B 

Max. 

it 

tt 

18 m.c.* 

tt 

4B 

Max. 

it 

u 

u 

u 

8B 

Max. 

u 

tt 

18 m.c. 5 

u 

23B 

Note 6 

u 

7.0 m.c. 

7.0 m.c. 

Range 2 

23A 

Max. 

it 

6.0 m.c. 

6.0 m.c. 

u 

8A 

Max. 

tt 

u 

u 

tt 

4A 

Max. 

it 

1600 k.c. 

1600 k.c. 

Range 1 

23 

Max. 

u 

u 

it 

u 

8 

Max. 

tt 

tt 

it 

u 

4 

Max. 

u 

600 k.c. 

600 k.c. 

a 

21 

Max * 

a 

1600 k.c. 

1600 k.c. 

tt 

23 

Max. 

a 

u 

ti 

it 

8 

Max. 

it 

u 

it 

it 

4 

Max. 

u 

1500 k.c. 

1500 k.c. 

it 

4 

Max. 

it 

tt 

it 

u 

8 

Max. 


Note 1. — Dial adjustment — turn variable condenser to maximum -capacity posi- 
tion. Loosen set screw of dial hub and turn dial until glowing beam 
indicator is centered on first index line of dial scale. Then retighten 
set screw. (See illustration page 39) 

Note 2.— Through .1 mfd. condenser. 
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Not* S.«-Coaitt?ct -generator direct to trsfaiwiitsioii fine terminal*. 

Noiwi 4^-Cott&ec« a v€brmer-4tirB variable -condenser (about 360 nimfd.) acroa a 
oscillator vection of toning-nondMiaer gang. Tune ao that second 
hftnncmio of receiver oscillator Mil beat Mhlsmt haf from signal- 
ganSt atoi\ Adjust (4B) and (8fi) uhd«r these conditions. 

Note 5, — Xt«move external variable rondenaer motioned ip note 4 above. 

Note ^^Turo idockwiss ’to m^immji-ivapacxty pcwitioa, th*n ba«k a# counter 
jploclnrise until * second j&e&ie reached. on output meter, Adjust 
to maximum on this peak only. Do not use first peak which is caused 
by image -espouse. 


* While rooking, 
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MODEL NO. 37-64Q 

■ . 

Signal Wav* Band 

€r*»emor Dial Switch Trimmer Output 

Frequency Position Position Humber Signal 

470 kx, 550 k.c. E*&ge 1 £4S Max. 

(broadcast) 


Original from 

SITY OF MICHK 


if u 

U H 

MP 

Max. 

it V 

U . 44 . 

338' 

Max. 

*i i+ 

•( ii 

33P 

Max. 

s'v 

(Continued on page 44) 
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MODEL NO. 37-640 Con’t. 


Digitized by 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Ant. 3 

18 m.c. 

18 m.c. 

Range 3 

23B 

Max. 

tt 

tt 

u 

u 

8B 

Max. 

tt 

tt 

tt 

tt 

4B 

Max. 

a 

tt 

18 m.c. 4 

u 

4B 

Max. 

it 

tt 

u 

a 

8B 

Max. 

tt 

tt 

18 m.c. 5 

tt 

23B 

Note 6 

tt 

7.0 m.c. 

7.0 m.c. 

Range 2 

23A 

Max. 

u 

6.0 m.c. 

6.0 m.c. 

u 

8A 

Max. 

u 

tt 

u 

u 

4A 

Max. 

u 

1600 k.c. 

1600 k.c. 

Range 1 

23 

Max. 

u 

tt 

if 

u 

8 

Max. 

u 

tt 

tt 

u 

4 

Max. 

tt 

600 k.c. 

600 k.c. 

a 

21 

Max.* 

tt 

1600 k.c. 

1600 k.c. 

a 

23 

Max. 

tt 

tt 

tt 

tt 

8 

Max. 

tt 

tt 

tt 

u 

4 

Max. 

tt 

1500 k.c. 

1500 k.c. 

n 

4 

Max. 

tt 

it 

tt 

a 

8 

Max. 


Note 1. — Dial adjustment. Turn variable condenser to maximum -capacity 
position. Loosen set screw of dial hub and turn dial until glowing 
beam indicator is centered on first index line of dial scale. Then 
retighten set screw. 

Note 2. — Through .1 mfd. condenser. 

Note 3. — Connect signal -generator direct to transmission line terminals. 

Note 4. — Connect vernier-drive variable condenser (about 350 mmfd.) across 
oscillator section of tuning condenser. Tune so that second harmonic 
of receiver oscillator will beat against signal from signal -generator. 
Adjust (4B) and (8B) under these conditions. 

Note 5. — Remove external variable condenser mentioned in note 4 above. 

Note 6. — Turn clockwise to maximum -capacity position, then back off counter 
clockwise until a second peak is reached on output meter. Adjust to 
maximum on this peak only. Do not use first peak which is caused 
by image response. 

* While rocking. 


FRONT OF CHASSIS 


osc. 

'600 K.C. 




CT— (s )R.F'1500 K.C. 


A)R.F>6.0M.C. 


ri^ANiw 

ANT.-fe.QM.C. 
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MODEL NO. 37-641 (121) 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control grid 1 

470 k.c. 

580 k.c. 

Broadcast 

38P 

Max. 

of 6A8G 

tt 

tt 

tt 

a 

38S 

Max 

tt 

tt 

tt 

a 

35P 

Max 

it 

tt 

tt 

tt 

35S 

Max 

Ant. term. 2 

18 m.c. 

18 m.c. 

Range 3 

18B 

Max. 8 

#1 

tt 

tt 

17.06 m.c, 

7.35-22 m.c. 

u 

Image check 

tt 

tt 

18 m.c.* 

tt 

11B 

Max. 

tt 

tt 

n 

tt 

2B 

Max. 

it 

18 m.c. 5 

a 

tt 

18B 

Max. 

tt 

7 m.c. 

7 m.c. 

Range 2 

18A 

Max. 

tt 

6 m.c. 

6 m.c. 

23-7.4 m.c. 

tt 

11A 

Max. 

tt 

n 

tt 

tt 

2A 

Max. 

tt 

1600 k.c. 

1600 k.c. 

Broadcast 

18 

Max. 

u 

if 

tt 

tt 

11 

Max. 

tt 

tt 

tt 

tt 

2 

Max. 

if 

580 k.c. 

580 k.c. 

tt 

20 

Max.* 

if 

1600 k.c. 

1600 k.c. 

u 

18 

Max. 

it 

1500 k.c. 

1500 k.c. 

tt 

11 

Max. 

it 

It 

it 

<t 

2 

Max. 


Note 1. — Through a .1 mfd. condenser. 

Note 2. — Through a .1 mfd. condenser. Link terminals 2 and 3 together. 

Note 3. — Use lower capacity peak. 

Note 4. — Connect an external variable condenser (Philco Part No. 45-2325) from 
the oscillator compensator (18B) to ground. Tune the added con- 
denser from the minimum capacity position until the second harmonic 
of the oscillator beats against the signal to produce maximum output. 

Note 5. — Remove the external variable condenser. 

* While rocking. 
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MODEL NO. 37-643 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 

Switch Trimmer 

Output 

Connection 

Frequency 

Position 

Position Number 

Signal 

Control 

470 k.c. 

580 k.c. 

Broadcast 

34S 

Max. 

grid L 2 
of 1C7G 

u 

it 

U 

tt 

34P 

Max. 

u 

if 

it 

u 

33S 

Max. 

u 

it 

ti 

u 

33P 

Max. 

Ant. term.® 

18 m.c. 

18 m.c. 

Range 4 

25A 

Max> 

#1 

tt 

18 m.c. 

17.06 m.c. 

11.5-18.2 m.c. 

u 

Image check 

it 

18 m.c. 5 

18 m.c. 

a 

6A 

Max. 

ti 

a 

it 

u 

16A 

Max. 

it 

12 m.c. 6 

12 m.c. 

a 

25B 

Max. 

it 

tt 

u 

tt 

16B 

Max. 

it 

n 

u 

tt 

6B 

Max. 

it 

18 m.c. 

18 m.c. 

n 

25A 

Max. 

it 

18 m.c. 5 

u 

it 

6A 

Max. 

it 

tt 

u 

a 

16A 

Max. 

it 

11 m.c. 6 

11 m.c. 

Range 3 

25 

Max. 

a 

11 m.c. 

10.06 m.c. 

735-11.6 m.c. 

tt 

Image check 

it 

11 m.c. 7 

11 m.c. 

it 

16 

Max. 

u 

u 

u 

it 

6 

Max. 

it 

11 m.c. 6 

u 

tt 

25 

Max. 

u 

45 m.c. 

45 m.c. 

Range 2 

22B 

Max. 

tt 

u 

a 

4. 7-7 .4 m.c. 

tt 

15A 

Max. 

tt 

tt 

a 

tt 

5A 

Max. 

tt 

1.7 m.c. 

1.7 m.c. 

a 

22C 

Max. 

u 

45 m.c. 

45 m.c. 

tt 

22B 

Max. 

it 

a 

u 

u 

15A 

Max. 

it 

u 

a 

tt 

5A 

Max. 

tt 

1500 k.c. 

1500 k.c. 

Broadcast 

22 

Max. 

it 

tt 

tt 

tt 

15 

Max. 

it 

it 

it 

a 

5 

Max. 

n 

580 k.c. 

580 k.c. 

tt 

22A 

Max/ 

tt 

1500 k.c. 

1500 k.c. 

tt 

22 

Max. 

tt 

1400 k.c. 

1400 k.c. 

tt 

15 

Max. 

tt 

it 

It 

a 

5 

Max. 


•While rocking. 

Note 1. — Dial alignment: Rotate the tuning control to the extreme counter- 
clockwise position (maximum capacity). Loosen the set screw of the 
dial hub, then turn dial until glowing beam indicator is centered on 
the second index line of dial scale. Now tighten the dial hub set 
screw in this position. 

Note 2. — Through a .1 mfd. condenser. 

Note 3. — Through a .1 mfd. condenser. Link antenna terminals 2 and 3 to- 
gether. 

Note 4. — Use the lower capacity peak. 

Note 5. — Connect a variable tuning condenser (Philco Part No. 45-2325) from 
the oscillator compensator to ground. (First lug from left side of r.f. 
unit.) 

Note 6. — Remove the external variable condenser. 

Note 7. — Connect the same external variable tuning condenser from the oscil- 
lator compensator to ground (third lug from left side of r.f. unit). 
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MODEL NO. 37-650 


Signal 

Signal 


Wave Band 



Generator 

Generator 

Dial 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 

470 k.c. 

550 k.c. 

Range 1 

28S 

Max. 

grid 2 
of 6A8G 






tt 

tt 

a 

tt 

28P 

Max. 

tt 

tt 

tt 

a 

26S 

Max. 

tt 

tt 

tt 

a 

26P 

Max. 

Ant.® 

18 m.c. 

18.0 m.c. 

Range 3 

16D 

Note 4 

u 

18 m.c 8 

17.060 m.c. 

u 

Image check 

it 

18 m.c. 

18.0 m.c. 6 

u 

4C 

Max. 

u 

tt 

u 

u 

10C 

Max. 

tt 

u 

18.0 m.c. 7 

u 

16D 

Note 4 

tt 

12 m.c. 

12 m.c. 

tt 

16E 

Max. 

tt 

a 

u 

tt 

10D 

Max. 

tt 

u 

a 

tt 

4D 

Max. 

tt 

18 m.c. 

18.0 m.c. 

tt 

16D 

Note 4 

tt 

tt 

18.0 m.c. 6 

tt 

4C 

Max. 

tt 

a 

u 

tt 

10C 

Max. 

tt 

a 

18.0 m.c. 7 

tt 

16D 

Note 4 

tt 

18 m.c. 8 

17.060 m.c. 

tt 

Image check 

tt 

11 m.c. 

11.0 m.c. 

Range 2 

16B 

Note 4 

ft 

11 m.c. 8 

10.06 m.c. 

u 

Image check 

tt 

11 m.c. 

11.0 m.c. 8 

tt 

10 A 

Max. 

tt 

t< 

a 

u 

4A 

Max. 

tt 

tt 

11.0 m.c. 9 

a 

16B 

Note 4 

it 

6 m.c. 

6 m.c. 

tt 

16C 

Max. 

it 

a 

u 

u 

10B 

Max. 

tt 

a 

tt 

tt 

4B 

Max. 

tt 

11 m.c. 

11.0 m.c. 

tt 

16B 

Note 4 

tt 

tt 

11.0 m.c. 8 

tt 

10A 

Max. 

it 

u 

u 

tt 

4A 

Max. 

tt 

u 

11.0 m.c. 9 

tt 

16B 

Note 4 

tt 

tt 

10.06 m.c. 

tt 

Image check 

it 

1600 k.c. 

1600 k.c. 

Range 1 

16 

Max. 

tt 

it 

a 

u 

10 

Max. 

tt 

tt 

u 

tt 

4 

Max. 

ft 

580 k.c. 

580 k.c. 

u 

16A 

Max. 

tt 

1600 k.c. 

1600 k.c. 

tt 

16 

Max. 

it 

1500 k.c. 

1500 k.c. 

u 

10 

Max. 

tt 

tt 

tt 

tt 

4 

Max. 


Note 1. — Dial calibration. Turn variable condenser gang to maximum -capacity- 
position. Loosen set screw of dial hub and turn dial until glowing 
beam indicator is centered on second index line of dial scale. Then 
retighten set screw. 

Note 2. — Through .1 mfd. condenser. 

Note 3. — Connect signal generator direct to transmission line terminals. 

Note 4. — Turn clockwise to maximum-capacity position, then slowly turn 
counter clockwise until a second peak is indicated on output meter. 
Adjust to maximum on this peak. Do not use first peak which is 
caused by image response. 

Note 5. — Advance signal-generator output at this step to value high enough 
to give clear indication on output-meter. 

Note 0. — Connect vernier-drive variable condenser (about 350 mmfd.) across 
oscillator compensator (16D) contact (first contact from left side of 
receiver, facing rear underside view of chassis) and ground. Tune bo 
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that second harmonic of receiver oscillator beats against Bignal from 
signal -generator to give indication on output meter. Increase signal- 
generator output if necessary. Adjust (4C) and (IOC) under these 
conditions. 

Note 7. — Remove external variable-condenser mentioned in note 6 above. 

Note 8. — Connect external variable condenser (same as in note 8) from (18B) 
contact (third contact from left side of receiver, facing rear Under- 
side view of chassis) and ground. Tune this condenser as in Note 8 
and follow same procedure to adjust (10A) and (4A). 

Note 9. — Remove external variable condenser mentioned in note 8 above. 

* While rocking. 



^6B)0SC.-11 M.C. 


QSC-18 M.C.- 
QSC.-12M.C. 


m 


®R» 

(M )R.F.-18M.C, 

@ )R.E-12M.C.- 

@ )ANT.-11HC: 


m 



FRONT Of CHASSIS 


0SC.-1600K.C. 
0SC.-580 K.C. 

<@0SC-6 MX. 
R.F.-1500K.C. 


NOT HOJUSTARlt 


flOB )R.F>6M. 


W VAN ir 1 1 rurtzzv ~~ ^ i 
)AHT.-1?M f. • 
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MODEL NO. 37-660 


Signal 

Generator 

Signal 

Generator 

Wave Band 
Dial Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 

470 k.c. 

580 k.c. 

Range 1 

47S 

Max. 

grid 1 > 2 
of 6A8G 

u 

tt 

it 

(broadcast) 

u 

47P 

Max. 

it 

tt 

tt 

tt 

32S 

Max. 

u 

tt 

ft 

tt 

32P 

Max. 

Ant® 

18 m.c. 

18 m.c. 

Range 4 

31B 

Note 4 

tt 

u 

17.06 m.c. 

u 

Image check 

tt 

u 

18 m.c. 5 

u 

6B 

Max. 

a 

u 

tt 

tt 

17B 

Max. 

u 

u 

18 m.c. 6 

tt 

31B 

Note 4 

u 

12 m.c. 

12 m.c. 

a 

31C 

Max. 

a 

u 

tt 

u 

17C 

Max. 

u 

u 

tt 

u 

6C 

Max. 

u 

18 m.c. 

18 m.c. 

tt 

31B 

Note 4 

a 

tt 

18 m.c. 5 

tt 

6B 

Max. 

a 

tt 

u 

a 

17B 

Max. 

it 

tt 

18 m.c. 6 

tt 

31B 

Note 4 

tt 

tt 

17.06 m.c. 

u 

Image check 

u 

11 m.c. 

11 m.c. 

Range 3 

31 

Note 4 

a 

tt 

10.06 m.c. 

u 

Image check 

a 

it 

11 m.c. 7 

u 

17 

Max. 

it 

tt 

u 

u 

6 

Max. 

tt 

tt 

11 m.c 6 

Range 3 

31 

Note 4 

tt 

7 5 m.c. 

7.5 m.c. 

tt 

31A 

Max. 

tt 

tt 

u 

tt 

17A 

Max. 

tt 

u 

u 

a 

6A 

Max. 

tt 

11 m.c. 

11 m.c. 

a 

31 

Note 4 

a 

tt 

11 m.c. 7 

a 

17 

Max. 

tt 

tt 

a 

u 

6 

Max. 

it 

u 

11 m.c. 6 

tt 

31 

Note 4 

a 

tt 

10.06 m.c. 

u 

Image check 

tt 

7.0 m.c. 

7.0 m.c. 

Range 2 

30B 

Max. 

tt 

u 

a 

tt 

16A 

Max. 

tt 

tt 

u 

tt 

5A 

Max. 

tt 

2.5 m.c. 

25 m.c. 

u 

30C 

Max.* 

tt 

7.0 m.c. 

7.0 m.c. 

tt 

30B 

Max. 

tt 

6.0 m.c. 

6.0 m.c. 

tt 

16 A 

Max. 

tt 

tt 

u 

tt 

5A 

Max. 

tt 

1600 k.c. 

1600 k.c. 

Range 1 

30 

Max. 

tt 

it 

tt 

u 

16 

Max- 

tt 

tt 

tt 

u 

5 

Max. 

tt 

580 k.c. 

580 k.c. 

tt 

30A 

Max* 

tt 

1600 k.c. 

1600 k.c. 

tt 

30 

Max. 

tt 

1500 k.c. 

1500 k.c. 

u 

16 

Max. 

tt 

tt 

a 

u 

5 

Max. 


Not* 1. — Dial calibration. Turn variable condenser gang to maximum -capacity 

E osition. Loosen set screw of dial hub and turn dial until glowing 
earn indicator is centered between first and second index lines of 
dial scale. Then retighten set screw. 

[ 50 ] 


Digitized by boogie 


Original from 

UNIVERSITY OF MICHIGAN 



Note 2. — Through .1 mfd. condenser. 

Note 3. — Connect signal generator direct to transmission line terminals. 

Note 4. — Turn clockwise to maximum capacity position, then slowly turn 
counter clockwise until a second peak is indicated on output meter. 
Adjust to maximum on this peak. Do not use first peak which is 
caused by image response. If only one peak can be observed on some 
receivers, adjust on that peak. 

Note 5. — Connect vernier-drive variable condenser (about 350 mmfd.) across 
oscillator compensator (31B) contact (first contact from left Bide of 
receiver, facing rear underside view of chassis) and ground. Tune 
the external condenser bo that Becond harmonic of receiver oscillator 
beats against signal from Bignal -generator. Adjust (6B) and (17B) 
under these conditions. 

Note 6. — Remove external variable condenser. 

Note 7. — Connect external variable -condenser (same as in Note 6) from (31) 
contact (third contact from left Bide of receiver, facing rear under- 
side view of chassis) and ground. Tune this condenser as in Note 5 
and follow same procedure to adjust (17) and (6). 



( ST)osc. II.HC. 


< ji»)osc. ie hc 


@)0SC. SEMES 12 HC 
@>05C. SERIES 75HC 
(P ftR.F. II.HC 
(iTfta.F. 16 HC 
@R.E 12 HC 
( j^)R.F. 7.5 HC 

@M)T. 18 HC 
@ANT. I2HC 
@frHT.7.5HC 



<jf |0SC.7.0HC 
4o)QSC. ISOOKC 

- @Q5C.S£RI£S 560KC 

- @)0SC.SERIES 2.5 HD 

- (T6)R.F. 1500 KC 

- tiSjia.F 6.0 MC 
- (pANT. II.HC 

- (Dm. 1500 kc 

-(5A ) ANT. 6 0 MC 


[ 51 ] 


Digitized by Google 


Original from 

UNIVERSITY OF MICHIGAN 




Digitized by 


MODEL NO. 37-665 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 

470 k.c. 

580 k.c. 

Broadcast 

39P 

Max. 

grid l 2 
of 6A8G 

it 

it 

u 

u 

39S 

Max. 

if 

it 

u 

a 

40P 

Max. 

it 

tt 

a 

tt 

40S 

Max. 

Ant. term. 8 

13 m.c. 

39 m.c. 

Range 4 

23 

Max. 4 

#1 

tt 

u 

38.06 m.c. 

28-42 m.c. 

tt 

Image check 

a 

u 

39 m.c. 

u 

9 

Max.* 

u 

a 

26 m.c. 

u 

23A 

Max. 

it 

u 

tt 

u 

9A 

Max. 

a 

u 

39 m.c. 

u 

23 

Max. 4 

tt 

a 

tt 

tt 

9 

Max* 

a 

18 m.c. 

18 m.c. 

Range 3 

23B 

Max. 

it 

tt 

17.06 m.c. 

735-22 m.c. 

tt 

Image check 

it 

18 m.c. 5 

18 m.c. 

tt 

9B 

Max. 

u 

a 

u 

u 

4B 

Max. 

u 

7 m.c. 

7 m.c. 

Range 2 

29 

Max. 

a 

u 

a 

2.3-7 .4 m.c. 

u 

18A 

Max. 

a 

u 

tt 

tt 

4A 

Max. 

a 

235 m.c. 

2.35 m.c. 

tt 

29A 

Max. 

a 

7 m.c. 

7 m.c. 

tt 

29 

Max. 

u 

6 m.c. 

6 m.c. 

tt 

18A 

Max. 

a 

u 

u 

u 

4A 

Max. 

a 

1600 k.c. 

1600 k.c. 

Broadcast 

29B 

Max. 

a 

tt 

it 

tt 

18 

Max. 

a 

a 

a 

tt 

4 

Max. 

tt 

680 k.c. 

580 k.c. 

tt 

29C 

Max .* 

a 

1600 k.c. 

1600 k.c. 

u 

29B 

Max. 

it 

1500 k.c. 

1500 k.c. 

u 

18 

Max. 

it 

U 

tt 

u 

4 

Max. 


Note 1. — Dial calibration : Rotate the tuning control to the extreme counter- 
clockwise position (maximum capacity). Loosen the set screw of the 
dial hub, then turn the dial until the glowing indicator is centered on 
the middle index line of dial scale. Now tighten the set screw in this 
position. 

Note 2. — Through a .1 mfd. condenser. 

Note 3. — Link terminals 2 and 3 together. 

Note 4. — Use the lower capacity peak. 

Note 5. — Connect an external variable condenser (Philco Part No. 43-2325) 
from the oscillator compensator (23B) to ground. Tune the added 
condenser from the maximum capacity position until the second 
harmonic of the oscillator beats against the signal to produce maxi- 
mum output. 

Note 5. — Remove the external variable condenser. 

* While rocking. 
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MODEL NO. 37-670 


Signal 

Generator 

Signal 

Generator 

Wave Band 
Dial Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 

470 k.c. 

580 k.c. 

Range 1 

42S 

Max. 

grid 2 
of 6A8G 

tt 

ft 

tt 

(broadcast) 

u 

42P 

Max. 

u 

tt 

if 

h 

41S 

Max. 

tt 

tt 

it 

u 

41P 

Max. 

Ant. 8 

18 m.c. 

18 m.c. 

Range 5 

29D 

Note 4 

u 

u 

17.06 m.c. 

tt 

Image check 

tt 

a 

18 m.c. 5 

u 

7D 

Max. 

tt 

a 

a 

tt 

19D 

Max. 

tt 

u 

18 m.c.® 

a 

29D 

Note 4 

it 

12 m.c. 

12 m.c. 

tt 

29E 

Max. 

tt 

a 

u 

a 

19E 

Max. 

it 

a 

u 

u 

7E 

Max. 

(t 

18 m.c. 

18 m.c. 

u 

29D 

Note 4 

tt 

tt 

18 m.c. 5 

a 

7D 

Max. 

it 

tt 

u 

«. 

19D 

Max. 

tt 

a 

18 m.c. 6 

tt 

29D 

Note 4 

tt 

u 

17.06 m.c. 

u 

Image check 

a 

11 m.c. 

11 m.c. 

Range 4 

29B 

Note 4 

tt 

tt 

10.06 m.c. 

u 

Image check 

tt 

u 

11 m.c. 7 

u 

19B 

Max. 

it 

tt 

tt 

tt 

7B 

Max. 

tt 

tt 

11 m.c. 6 

a 

29B 

Max. 

tt 

7 J5 m.c. 

7.5 m.c. 

a 

29C 

Max. 

tt 

u 

tt 

u 

19C 

Max. 

tt 

tt 

tt 

u 

7C 

Max. 

tt 

11 m.c. 

11 m.c. 

u 

29B 

Note 4 

tt 

u 

11 m.c. 7 

a 

19C 

Max. 

tt 

tt 

u 

u 

7C 

Max. 

it 

a 

11 m.c. 6 

tt 

29B 

Note 4 

tt 

u 

10.06 m.c. 

u 

Image check 

tt 

7.0 m.c. 

7.0 m.c. 

Range 3 

29 

Max. 

it 

a 

tt 

a 

19 

Max. 

tt 

tt 

u 

u 

7 

Max. 

tt 

5.0 m.c. 

5.0 m.c. 

u 

29A 

Max. 

tt 

u 

u 

a 

19A 

Max. 

it 

a 

u 

a 

7A 

Max. 

tt 

7.0 m.c. 

7.0 m.c. 

u 

29 

Max. 

it 

tt 

a 

u 

19 

Max. 

tt 

u 

tt 

u 

7 Max. 

tt 

4.5 m.c. 

4 5 m.c. 

Range 2 

27B 

Max. 

tt 

u 

u 

a 

18A 

Max. 

tt 

tt 

tt 

tt 

6A 

Max. 

it 

1.7 m.c. 

1.7 m.c. 

u 

27C 

Max* 

tt 

4.5 m.c. 

4.5 m.c. 

it 

27B 

Max. 

ft 

tt 

tt 

tt 

18A 

Max. 

it 

tt 

tt 

a 

6A 

Max. 

tt 

1500 k.c. 

1500 k.c. 

Range 1 

27 

Max. 

tt 

tt 

tt 

u 

18 

Max. 

tt 

tt 

tt 

u 

6 

Max. 

tt 

580 k.c. 

580 k.c. 

a 

27A 

Max * 

tt 

1500 k.c. 

1500 k.c. 

tt 

27 

Max. 

tt 

1400 k.c. 

1400 k.c. 

a 

18 

Max. 

tt 

tt 

tt 

u 

6 

Max. 
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Tarn variable condenser gang to maximum- capacity 


Note T,— 1 T)iiM 1 . , J V . ... . ^ 

position. %oo9m .net screw of dial hub and turn dia£ until .glpwiTjg 
bf^nj indicator ia centered cm ncoad mdnt line of dial scale. 'i !n-n 
reti$f»Ler» set screw. 

Note 2.-^Tbrougb «JL aifd. condenser. 

Note 3.— Connect eignul generator direct to tr^acodj»ion line terminals. 

Note 4 


•Turn clockwise to maximum capacity position, then slowly t uni 
counter clockwise until a second peak l* indicated on output meter. 
Adjust to maximum on this peak, po not brat peak 
caused by image response. If only one peak can be observed #& 
some receivers, adjust on that peak. 

Note A.^-Comiect a. variable condenser (about 35h tnmtd^ such tut Thilco* ^art 
*45-2325) aetow oscillator compensator (290) contact (#t*t coat&ct 
from left Bids of receiver, facing rear Underside of ch«u e»is> and 
ground i Tune the external condenser bo that second Korraomo of 
reaver oscillator beat* against signs 1 from signal generator Adjust 
(7X>) and (190) under than* conditions, 

Note Remove external vanahlc condenser. 

Note t^—^Coimeet external variable condenser (same as in note 3) from oscil- 
lator compensator (29K> (third contact from left side of receiver) to 
ground. Turie this eomlenser *» in note 5 and follow «wn* prc*s#4iir* 
to adjust (19B) and OB). 

4 While rocking. 


vt*3t jfcKm'J) 
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MODEL NO. 37-675 (121, 122) 


Signal 

Signal 

Wave Band 



Generator 

Generator 

Dial 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control grid 1 ** 

470 k.c. 

580 k.c. 

Range 1 

84P 

Max. 

of 2nd i.f. 



Broadcast 



6K7G 






Control grid 2 

it 

u 

u 

69T 

Note 3 

of 1st ii. 






6K7G 






tt 

tt 

tt 

tt 

68 

Max. 

tt 

tt 

tt 

tt 

69S 

Max. 

tt 

tt 

tt 

u 

69T 

Max. 

Control grid 2 

tt 

tt 

u 

64P 

Max. 

of 6L7G 






tt 

it 

tt 

tt 

64S 

Max. 

Ant. 4 

18 m.c. 

18 m.c. 5 

Range 5 

44D 

Note# 

a 

u 

17.06 m.c. 

u 

Image check 

u 

u 

18 m.c. 7 

tt 

7D 

Max. 

a 

tt 

u 

tt 

25D 

Max. 

u 

u 

18 m.c. 8 

tt 

44D 

Note 6 

u 

12 m.c. 

12 m.c. 

u 

44E 

Max. 

u 

u 

u 

tt 

25E 

Max. 

tt 

a 

tt 

u 

7E 

Max. 

a 

18 m.c. 

18 m.c. 

u 

44D 

Note 6 

a 

tt 

18 m.c. 7 

u 

7D 

Max. 

tt 

u 

u 

tt 

25D 

Max. 

tt 

u 

18 m.c. 8 

tt 

44D 

Note 6 

a 

u 

17.06 m.c. 

tt 

Image 

check 

tt 

11.0 m.c. 

11.0 m.c. 

Range 4 

44B 

Max. 

tt 

tt 

10.06 m.c. 

tt 

Image check 

tt 

u 

11.0 m.c. 9 

tt 

7B 

Max. 

a 

tt 

tt 

tt 

25B 

Max. 

tt 

tt 

11.0 m.c. 8 

u 

44B 

Max. 

u 

7.5 m.c. 

75 m.c. 

tt 

44C 

Max. 

tt 

u 

a 

tt 

25C 

Max. 

tt 

u 

u 

tt 

7C 

Max. 

tt 

11.0 m.c. 

11.0 m.c. 

a 

44B 

Max. 

a 

u 

10.06 m.c. 

tt 

Image check 

a 

tt 

11.0 m.c. 9 

tt 

7B 

Max. 

tt 

u 

u 

u 

25B 

Max. 

u 

u 

11.0 m.c. 8 

u 

44B 

Max. 
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MODEL 37-675 (121, 122) Cent, 

Signal Ware 3«ad 

Generator Dial S'Wrtecto Trimmer Output 

frequency Poftkkm Number Signal 

7-fl Ti ffin 7Uixg<?3 44 Max. 


SftQgeU M*a. 

’ " 24 A Max. 

* 0 A; Max. 

“ 42C Mas* 

;* 42B Max.- 

94 A. Max. 

§X Max 

Haage 1 42 Max. 

* 24 Max. 

0 • Max. 

* 42A Max* 

** 4& Max, 

. * M Max,. 

6 Max. 

“ 84S Max* 


. 17 m.c. 1.7 
AA'miO,: ; 4 i jtu.c. 


1500 .k.s> 1500 k^. 


580 kti. 580 k:e 
1500 kuv 1500 k.c. 
1400 k c. 1400 k.e 

rt <* 

1000 k,e. Note IQ 
Note 12 




V 7 J* C 


laoswc 


M.C 


;iSk|SJ 8 fiiS. 


14 D 0 K.C 


MT.fism.cjir 


AHt-UM C. (g 


2£ie^|jg> 

* r - tv gi fM 

~ ’“H 



MB 


v- 1 1 v __£*£■•. .; 

r W£i 

«?ij '15 

ft y , ^ a tyfc 

JjH* 

pPi 

>»w »r 4* 

I|lg|HSS 
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Note 1. — Allow the receiver to heat for at least 15 minutes before adjusting 
compensators. Dial scale adjustment : Loosen set screws on shaft 
coupling of tuning condenser, and turn until plates are in maximum- 
capacity position. Set glowing beam indicator on index line at low- 
frequency end of broadcast band, and tighten set screws. Turn 
tuning -condenser control until indicator is on first division from 
index line, and again loosen set screws on shaft-coupling. Without 
disturbing position of variable -condenser plates, turn dial until in- 
dicator is again on index line and retighten set screws in this position. 
Bet receiver volume control at maximum position; tone control 
counter clockwise; magnetic-tuning switch “off" (counter clockwise); 
bass-compensation switch on first tap from "off" position. 

Note 2. — Through .1 mfd. condenser. 

Note 3. — Turn clockwise until tight before adjusting (08) and (69S). 

Note 4. — Connect signal generator direct to transmission line terminals. 

Note 5. — Set magnetic -tuning control in the "off" position. 

Note 6. — Turn clockwise to maximum -capacity position, then slowly counter 
clockwise until output meter indicates a second peak. Adjust to 
maximum on this peak. Do not use first peak (due to image- 
frequency response). If only one peak can be observed on some re- 
ceivers, adjust on that peak- 

Note 7. — Connect a variable condenser (such as Philco Part £45 2325) across 
oscillator compensator 44D contact (first contact from side of receiver, 
facing rear underside view of chassis) and ground. Tune this con- 
denser until second harmonic of receiver oscillator beats against the 
signal from the signal -generator to give a maximum indication on the 
output meter. Adjust (7D) and (25D) under these conditions. 

Note 8. — Remove external variable condenser. 

Note 9. — Connect external variable-condenser (same as in Note 7) across 
oscillator-compensator (44B) contact (third contact from left side of 
receiver, facing near underside view of chassis) and ground. Tune 
this condenser as in Note 7, and follow same procedure to adjust 
(7B) and (25B). 

Note 10. — Set magnetic-tuning switch in "off" position. For adjustment of 
magnetic-tuning control, carefully tune receiver at 1000 k.c. for 
maximum indication on output meter. Adjust signal -generator out- 
put to a high level. 

Note 11. — Turn magnetic- tuning control to "on" position (clockwise) before 
adjusting (84S). 

Note 12. — To check adjustment, turn magnetic-tuning control to "off." When 
this is done, there should be no change in tone of the receiver signal. 
If either a change of tone, or a hiss develops, it indicates a frequency 
shift and readjustment is necessary. 

* While rocking. 
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MODEL NO. 37-690 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control grid 

470 k.c. 

580 k.c. 1 

Range 1 

94S 

Max. 

of 2nd ii. 

it 

ii 

ii 

Broadcast 

u 

94P 

Max. 

Control grid 

ii 

ii 

a 

85S 

Max. 

of 1st ii. 

u 

ii 

ii 

u 

85P 

Max. 

u 

ii 

ii 

u 

81S 

Max. 

tt 

it 

it 

u 

81P 

Max. 

Control grid 

it 

u 

u 

73S 

Max. 

of 1st det. 

a 

ii 

it 

a 

73P 

Max. 

ii 

ii 

a 

u 

94S 

Max. 

ii 

it 

a 

tt 

94P 

Max. 

ii 

Note 2,3 

580 k.c. 

a 

94P 

Note 3 

a 

470 k.c. 

580 k.c* 

a 

119P 

Min. 

Ant. 8 

1500 k.c. 

1500 k.c. 

u 

35 

Max. 

a 

11 

ii 

a 

51 

Max. 

a 

ii 

ii 

a 

2 

Max. 

a 

580 k.c. 

580 k.c. 

a 

35A 

Max .* 

a 

1500 k.c. 

1500 k.c. 

u 

35 

Max. 

a 

1400 k.c. 

1400 k.c. 

u 

51 

Max. 

a 

ii 

ii 

a 

2 

Max. 

a 

7.0 m.c. 

7.0 m.c. 

Range 3 

28 

Max. 

a 

5.0 m.c. 

5.0 m.c. 

u 

28A 

Max. 

a 

7.0 m.c. 

7.0 m.c. 

a 

28 

Max. 

a 

a 

u 

a 

15 

Max. 

a 

u 

a 

u 

5 

Max. 

a 

5.0 m.c. 

5.0 m.c. 

a 

28A 

Max. 

a 

u 

a 

u 

15A 

Max. 

a 

a 

a 

u 

5A 

Max. 

u 

7.0 m.c. 

7.0 m.c. 

a 

28 

Max. 

u 

a 

a 

a 

15 

Max. 

a 

a 

a 

u 

5 

Max. 


(Continued on page 60) 
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MODEL NO. 37-690 Cont. 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Ant. 5 

11.0 m.c. 

11.0 m.c. 

Range 4 

28B 

Max. 

tt 

7.5 m.c. 

75 m.c. 

n 

28C 

Max. 

it 

11.0 m.c. 

11.0 m.c. 

tt 

28B 

Max. 

u 

a 

11.0 m.c. 6 

u 

15B 

Max. 

it 

u 

tt 

u 

5B 

Max. 

a 

75 m.c. 

75 m.c. 7 

u 

28C 

Max. 

tt 

u 

tt 

n 

15C 

Max. 

a 

tt 

u 

u 

5C 

Max. 

tt 

11.0 m.c. 

11.0 m.c. 6 

it 

15B 

Max. 

tt 

tt 

tt 

u 

5B 

Max. 

tt 

4 5 m.c. 

4.5 n5.c. 7 

Range 2 

35B 

Max. 

tt 

u 

a 

u 

51A 

Max. 

tt 

u 

tt 

u 

2A 

Max. 

tt 

1.7 m.c. 

1.7 m.c. 

a 

35C 

Max* 

it 

4.5 m.c. 

45 m.c. 

u 

35B 

Max. 

tt 

u 

a 

a 

51A 

Max. 

tt 

u 

tt 

u 

2A 

Max. 

tt 

18.0 m.c. 

18.0 m.c. 

Range 5 

28D 

Note 8 

tt 

a 

17.06 m.c. 

u 

Image check 

tt 

12.0 m.c. 

12.0 m.c. 

u 

28E 

Max. 

tt 

18.0 m.c. 

18.0 m.c. 

u 

28D 

Max. 

tt 

tt 

18.0 m.c. 9 

u 

15D 

Max. 

it 

tt 

tt 

tt 

5D 

Max. 

it 

12.0 m.c. 

12.0 m.c. 7 

u 

28E 

Max. 

tt 

u 

tt 

u 

15E 

Max. 

it 

a 

u 

u 

5E 

Max. 

it 

18.0 m.c. 

18.0 m.c. 

u 

28D 

Note t 

it 

n 

17.06 m.c. 

u 

Image check 

a 

u 

18.0 m.c. 9 

tt 

15D 

Max. 

tt 

tt 

u 

u 

5D 

Max 7 

it 

Note 10 

Note 11 

Range 1 

119S 

Max. 12 

Note 13 

10,000 

. . . 

. . . 

. . • 

Min. 


cycles 


Note 1. — Adjust hum control for minimum hum with volume control counter 
clockwise. Then set selectivity-fidelity control clockwise; bass- 
amplifier control at minimum (counter clockwise), volume control 
full clockwise; magnetic-tuning control “off." 

Note 2. — Set fidelity-control in expanded position. 

Note 3 . — Definite peak indications (on output meter) will appear when signal- 
generator output passes through 465 k.c. and 475 k.c. If both are 
not the same, slight readjustment of (94P) will equalize them. 

Note 4 . — Turn fidelity-selectivity control clockwise (selective position). 

Note 5. — Connect signal generator direct to transmission line terminals. 

Note 6. — Connect a variable-condenser (such as Philco #45-2325) from oscil- 
lator compensator (28B) (third contact from left, rear underside 
view of r.f. unit) and ground. Tune this condenser until second 
harmonic of receiver oscillator beats against signal from signal - 
generator to give maximum indication on output meter. Adjust 
(15B) and (5B) under these conditions. 

Note 7 . — Remove external variable condenser. 
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Ni&s & — Turn clockwise to maximum-capacity petition. then slowly counter 
clockwise until output meter indicates a second p oak, Adjust to 
maximum on this peak, fto not ns& first peak (c&uacd by image 
reeponae). 

Note 8>^?oanect. external V&nafrie cpudensej- (wine as in note 6) across c*cd> 


iVJIUW tKtlUK [/IVWS-WC - V > \:>.V. 

NoU* tO.^et sikiiijl gtueyator outpait To any frequency in ihv broad ua*fc band 

•and- tuneVrecsiVer accurately to this same' frequency, • % £ v 

\Ta> a 11 fin* 4 r\o Jlttnmr# or.nt f/\ * r /Mi *' aOuiif inn 4 / k 1 i-uiV i anOft\ 



iff neeeas* ry\ 

Not** ii — Ecaet. $ V a £lfcer adjustment only if tempered with or parts era 
changed, UstJ ah accurately calibre tcrt audio c'seillator. Connect th« 
high side of the audio oscillator to the : variable tap on the voiiirae 
control and adjust the compensator for minimum output, 

4 While rocking. . . v^-.y\ \ ■} ■•■■• '" : V : '• -;; 






■ ' v. ' ' i: • : . :• ; ' 

- H.fl flT- — — ■ - ^ f — 

n a ”^fey?Uy | {^ 4 Me 

. " V“~ ^ 5 ) 


^OgC-iawc- ^ ;; ’ **' 



•'W»' 


• ■ li w*>HTObr>fe 





S&aaftSl gtf 


; :: : I "* ** 

Plli^ 




6*~;amt y«,c 


/ 0 »ii=^v^'— ^ r^ai 






. ■ y., •• : .v. ; 

;• -{vA^.iiO 1 >t;»:v 
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MODEL NO. 37-2620 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 

470 k.c. 

580 k.c. 

Broadcast 

37A 

Max. 

grid 1 
of 6A8G 

it 

It 

It 

it 

37 

Max. 

tt 

It 

ll 

tt 

31A 

Max. 

tt 

It 

tt 

u 

31 

Max. 

Ant. term. 2 

18 m.c. 

18 m.c. 

Range 3 

23B 

Max* 

#1 

tt 

u 

17.06 m.c. 

5.7-18 m.c. 

tt 

Image check 

it 

18 m.c. 4 

18 m.c. 

u 

8B 

Max. 

tt 

a 

tt 

a 

4B 

Max. 

tt 

18 m.c. 5 

it 

it 

23B 

Max. 

tt 

1600 k.c. 

1600 k.c. 

Broadcast 

23A 

Max. 

tt 

tt 

ti 

tt 

8A 

Max. 

ll 

It 

If 

tt 

4A 

Max. 

ll 

580 k.c. 

580 k.c. 

it 

25 

Max.* 

it 

1600 k.c. 

1600 k.c. 

tt 

23A 

Max. 

ll 

It 

it 

tt 

8A 

Max. 

ll 

It 

tt 

u 

4A 

Max. 

It 

1500 k.c. 

1500 k.c. 

tt 

8A 

Max. 

It 

It 

ll 

n 

4A 

Max. 

Ant. term. 6 

300 k.c. 

300 k.c. 

Range 1 

23 

Max. 

#1 

a 

It 

It 

150-350 k.c. 

it 

8 

Max. 

it 

It 

a 

it 

4 

Max. 

it 

160 k.c. 

160 k.c. 

tt 

21 

Max* 

it 

300 k.c. 

300 k.c. 

tt 

23 

Max. 

ti 

it 

tt 

it 

8 

Max. 

it 

it 

tt 

tt 

4 

Max. 

ti 

160 k.c. 

160 k.c. 

it 

21 

Max* 

it 

300 k.c. 

300 k.c. 

ft 

23 

Max. 

it 

tt 

tt 

tt 

8 

Max. 

it 

It 

tt 

tt 

4 

Max. 



[ 62 ] 


Digitized by Google 


Original from 

UNIVERSITY OF MICHIGAN 



Note 1. — Through a .1 mfd. condenser. 

Note 2. — Link terminals 2 and 3 together. 

Note 3. — Use lower capacity peak. 

Note 4. — Connect an external variable condenser. (Philco Part No. 45-2325) 
from the oscillator compensator to ground (First contact from left 
rear underside view of r.f. unit). Time the added condenser from the 
minimum capacity position until the second harmonic of the oscillator 
beats against the signal to produce maximum output. 

Note 5. — Remove the external variable condenser. 

Note 6. — Through a 250 minfd. condenser. 

* While rocking. 


MODEL NOS. 38, 38A, (121, 122, 123) 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid 
Control 

clip from det. 
460 k.c. 

-OSC. 

55 

Broadcast 

4 

Max. 

grid of 
det.-osc. 

u 

U 

u 

(left) 

u 

3 

Max. 

it 

it 

u 

a 

2 

Max. 

X 

it 

a 

u 

1 

Max. 

Connect grid 
Ant. 2 

clip to det.-osc. 
1500 k.c. 150 

u 

6 

Max. 

it 

U 

u 

it 

5 

Max. 

U 

600 k.c. 

60 

it 

7 

Max. 

it 

2000 k.c. 

2.0 

Police 

8 1 

Max. 

it 

1500 k.c. 

1.5 

(right) 

u 

9 1 

Max. 


Note 1. — (8) and (9) are reached through holes from top of chassis gang. 
Note 2. — Connect a 200-mmf. condenser between the signal generator and the 
antenna post of set, at the antenna post. 
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MODEL NOS. 39, 39A 


Signal 

Signal 


Wave Band 



Generator 

Generator 

Dial 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from 1C6 





Control 






grid of 

460 k.c. 

55 

Broadcast 

41 

Max. 

1C6 

it 

ft 

(left) 



u 

U 

ft 

t( 

3 2 

Max. 

u 

it 

it 

It 

2i 

Max. 

u 

ft 


it 

12 

Max. 

Connect grid clip to 1C6 





Ant.* 

a 

it 

u 

5 

Min. 

u 

1500 k.c. 

150 

it 

7 

Max. 

u 

a 

a 

it 

6 

Max. 

a 

600 k.c. 

60 

it 

8 

Max. 

a 

15 m.c. 

15 m.c. 

Short wave 

9* 

Max. 




(right) 



u 

7 m.c. 

7 m.c. 

a 

10 

Max. 


Note 1. — Nut adjustment. 

Note 2. — Screw adjustment. 

Note 3. — Reached from underneath chassis. 

* Use a 200 -mmf. condenser as dummy antenna for broadcast band and a 
400-ohm carbon resistor for the shortwave band. 


A 


xAi f4=W 



<9)S.W.(max) 
15 M.C. 






MODEL NOSv 43, 25 

Signal Signal Wave Band 

Gwacratat Generator . Dial Switch 

ComJ#cHon Frequency Ppsiticnv Position 

Remove 1st ifeir. 


rammer Output 
Humber Signal 


Connect grid dip to 1st dst 


a 200-pimt wftdenaer ha dtftetfny iht«anfi oiir broadcast bind and »>. 

400-ohm carfcbri rtaistur on ahottovavfe band. l /: hy * ‘ f. 

Never $ttcs*{$ : ' readjustment; of other: oon)pensaiin« .oonde&seo* V& vv 
ghortWHvc Them are of special oosettuctioii a/id ^iU ww 

require each readjustment. V -J ' . i 


700 «CC 


2K8 

XFv.sflC, 

mox£. 




PR*. 

4so*r, 




s ^cji j 

3R6 sa«? 

Lf. sec. r.F. fr*. : 

*150 K.C *}&OtcC 


*A«F'VSAP 

'+3C1 K.C. 


2*0' 
4,F. PRi. 

<fSGK£ 


• Ant-*C J 

$( <» « 

7 

. . i' 

a • -.)•/' ?~v*k*<*+y 

700 k.c, 700, k ,c.. 

S 

, «♦ " ;>•; 

WOO k.c. 1400 k.c. 

9 


“ 1400 k.c. Short Wave 

m 


Control 

460 fc.Qv 650 k.c. Broadcast 

1 

grid of 

• 

• : - £ k ■'• : • > •:•• 

- -. d 

l$t det. 

\ 

■■ 


"' '•• ■■' h: 

- • > **: tjn. 

» « « 

•.:■•'• / v »>. ' jr.'s r. c- • :. ;» •' : 
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MODEL NOS. 44, 504 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from 6A7 
Control 460 k.c. 520 k.c. 

Range 1 

71 

Max. 

grid of 
6A7 

it 

tt 

tt 

it 

8 2 

Max. 

tt 

tt 

tt 

tt 

9 1 

Max. 

u 

tt 

a 

tt 

10 2 

Max. 

it 

a 

u 

it 

11 

Max. 

u 

a 

it 

it 

12 

Max. 

Connect grid dip to 6A7 
Ant* 

it 

13 

Min. 

u 

20 m.c. 

20 m.c. 

Range 4 

1 

Max. 

«t 

10.8 m.c. 

10.8 m.c. 

Range 3 

2 

Max. 

u 

3.6 m.c. 

3.6 m.c. 

Range 2 

3 

Max. 

tt 

1500 k.c. 

1.5 m.c. 

tt 

4 

Max. 

u 

1400 k.c. 

1400 k.c. 

Range 1 

5 

Max. 

u 

520 k.c. 

520 k.c. 

u 

6 

Max. 


* Use a 200- mm f. condenser as dummy antenna on broadcast band and a 
400-ohm carbon resistor on shortwave band. 

Note 1. — Nut adjustment. 

Note 2. — Screw adjustment. 

Caution: The two trimmers on the rear sections of the tuning condenser gang 
are correctly adjusted and Healed at the factory. Do not change this 
adjustment. 
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MODEL NO. 45 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 

Switch 

Trimmer 

Connection 

Frequency 

Position 

Position 

Number 

Remove grid clip from 6A7 

Control 460 k.c. 540 k.c. 

Broadcast 

l 1 

grid of 
6A7 

tt 

* 

u 

(left) 

it 

2* 

tt 

a 

tt 

it 

31 

u 

a 

u 

it 

4 2 

u 

it 

it 

tt 

5 1 

u 

u 

u 

tt 

6 3 

Connect grid clip to 6A7 
Ant.* 

540 k.c. 

it 

7 

u 

1500 k.c. 

1500 k.c. 

it 

8 

u 

It 

it 

it 

9 

u 

600 k.c. 

600 k.c. 

it 

10* 


Output 

Signal 


Max. 


Max. 

Max. 

Max. 

Max. 

Max. 

Min. 

Max. 

Max. 

Max. 


* Use a 200-mmf. condenser as dummy antenna on broadcast band and a 
400 -ohm resistor on the shortwave band. 

Note 1. — Nut adjustment. 

Note 2. — Screw adjustment. 

Note 3. — (10) is reached through hole from top of chassis, between the two 
electrolytic condensers (left hand end of chassis when facing rear). 





MODEL NO. 47 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid 
Control 

clip from det.- 
260 k.c. 

■OSC. 

60 


l 1 

Max. 

grid of 
det.-osc. 

u 

u 

u 


2 1 

Max. 

u 

u 

it 


3 1 

Max. 

u 

a 

a 

• • • 

4i 

Max. 

Connect grid 
Ant* 

clip to det.-osc. 
1400 k.c. 140 


5 

Max. 

u 

ii 

u 


6 

Max. 

u 

it 

a 


7 

Max. 

it 

600 k.c. 

60 


8 2 

Max.** 

a 

1400 k.c. 

140 


5 

Max. 


Note 1. — Accessible through holes in rear of chassis. 

Note 2. — Accessible through hole from top of chassis. 

* Connect a 200 -mm f. condenser between signal generator and antenna post 
of set, at the antenna post. 

** Adjust while rocking. 


FRONT 



44 R.F. 


3G 
DET.-05C. 

L.F. (3) 

COO k.cN-' 


37 

DET.-RECT. 


0 ANT. 

1400 K-C. 


DET - 
£/l400K.C. 

43 ' OUTPUT 


{S)i4*oo KJZ. 

BALLAST 


ZT 37 
I * T AUDIO 



[ 68 ] 


Digitized by (google 


Original from 

UNIVERSITY OF MICHIGAN 





MODEL NO. 48 


Signal 

Generator 

Signal 

Generator 

Dial 

Trimmer 

Output 

Connection 

Frequency 

Position 

Number 

Signal 

Remove grid clip from det.-osc. 
Control 175 k.c. 

60 

1 

Max. 

grid of 
det.-osc. 

it 

a 

tt 

2 

Max. 

ft 

tt 

u 

3 

Max. 

Connect grid clip to det.-osc. 
Ant* 1400 k.c. 

140 

4 

Max. 

tt 

tt 

tt 

5 

Max. 

it 

tt 

a 

6 

Max. 

it 

600 k.c. 

60 

7 

Max. 

tt 

1400 k.c. 

140 

4 

Max. 


* Connect a 200-mmf. condenser between signal generator and antenna post 
of set, at the antenna post. 







MODEL NO. 49 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid 
Control 

clip from 6A7 
260 k.c. 

55 

Broadcast 

4 

Max. 

grid of 
6A7 

u 

it 

tt 

(Left) 

u 

3 

Max. 

u 

it 

a 

a 

2 

Max. 

u 

it 

tt 

a 

1 

Max. 

Connect grid 
Ant.* 

clip to 6A7 
1500 k.c. 

150 

it 

5 

Max. 

u 

it 

a 

a 

6 

Max. 

u 

it 

a 

a 

7 

Max. 

a 

600 

60 

it 

8 1 

Max. 

a 

11 m.c. 

11 m.c. ShortWave 

9 1 

Max. 

a 

a 

tt 

(right) 

tt 

10 2 

Max. 

Note 1. — Located and accessible underneath chassis. 

Note 2. — Accessible through hole from top of chassis. 

* Use a 200-mmf. condenser dummy antenna for broadcast band and a 400 

ohm carbon resistor for 

shortwave 

band. 
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MODEL NOS. 

51, 52, 

551, 24 


Signal 

Signal 




Generator 

Generator 

Dial 

Trimmer 

Output 

Connection 

Frequency 

Position 

Number 

Signal 

Remove grid clip from det.-osc. 




Control 

175 k.c. 

55 

11 

Max. 

grid of 
det.-osc. 





u 

tt 

u 

2i 

Max. 

a 

tt 

u 

3i 

Max. 

Connect grid clip to det.-osc. 




Ant* 

1400 k.c. 

140 

4 

Max. 

u 

tt 

u 

5 

Max. 

u 

It 

tt 

6 

Max. 

u 

600 k.c. 

60 

7i 

Max.** 

u 

1400 k.c. 

140 

4 

Max. 

Note 1. — Accessible through holes in rear of chassis. 


•Connect a 

200-mmf. condenser between signal 

generator and 

antenna post 

of set, at the antenna post. 




** While rocking. 


FRONT 


Z4* 

2ND deT. 

O 





I2r 



Y^yi40o k.c. 

35-I.F. 

O = 



— e>0-RECT. 

-/s'] 2 NC> ant. 

1400 K-C. 


~~ 

24 

DET.OSC. 

O = 


it 0- 

— 47-OUTPUT 

-{^h.f. osc. 

v^1400 K-C 4 


BACK 


c ^g> fo/ <\ V 

Gfe &. ©is 


£& 
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MODEL NO. 53 


Signal 


Signal 




Generator 


Generator 

Dial 

Trimmer 

Output 

Connection 


Frequency 

Position 

Number 

Signal 

Remove grid 

clip 

from det.-osc. 




Control 


460 k.c. 

55 

1 

Max. 

grid of 
det.osc. 






u 


it 

a 

2 

Max. 

Connect grid 

clip 

to det.-osc. 




Note 1 


1400 k.c. 

140 

3 

Max. 

u 


600 k.c. 

60 

4 

Max. 

u 


1400 k.c. 

140 

3 

Max. 

tt 


U 

u 

5 

Max. 

it 


u 

a 

6 

Note 2 


Note 1. — Connect receiver to antenna and ground in the usual manner. Con- 
nect the signal generator to a wire which is placed near the antenna 
lead but not connected to it. This procedure is for the purpose of ob- 
taining maximum sensitivity from the receiver. 

Note 2. — Turn to right as far as possible without causing an oscillation or 
squeal. Check for oscillation at all points in band. If set oscillates 
at any point in the band, back off (6) until squeal disappears. 
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MODEL NO. 54 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid 
Control 

clip from 6A7 
460 k.c. 

55 

Broadcast 

1 

Max. 

grid of 
6A7 

u 

u 

u 

U 

2 

Max. 

a 

u 

u 

u 

3 

Max. 

a 

a 

u 

a 

4 

Max. 

Connect grid 
Ant * 

clip to 6A7 
1400 k.c. 

140 

a 

5 1 

Max. 

u 

U 

u 

u 

6 1 

Max. 

tt 

600 k.c. 

60 

u 

7 2 

Max.** 

it 

1400 k.c. 

140 

u 

5 1 

Max. 


Note 1. — Padders (5) and (6) are accessible through the top grille of cabinet. 
Note 2. — Padder (7) is accessible from rear of cabinet. 

* Use a 100-mmf. condenser as dummy antenna. 

** While rocking. 
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MODEL NOS. 57, 58 


Signal 

Generator 

Signal 

Generator 

Dial 

Trimmer 

Output 

Connection 

Frequency 

Position 

Number 

Signal 

Remove grid 
Control 

clip from det.-osc. 
460 k.c. 

55 

1 

Max. 

grid of 
det.-osc. 

u 

it 

a 

2 

Max. 

Connect grid 
Ant * 

clip to det.-osc. 
1400 k.c. 

140 

3 

Max. 

u 

it 

u 

4 

Max. 

it 

600 k.c. 

60 

5 

Max * 

a 

1400 k.c. 

140 

3 

Max. 

a 

It 

tt 

6 

Note 1 

a 

460 k.c. 

u 

1 ' 

Max. 

it 

tl 

tt 

2 

Max. 

it 

1400 k.c. 

tt 

6 

Note 1 

Note 1. — Turn fibre screw in clockwise 

direction until 

receiver goes 

into oscil- 

lation, 

giving a squeal when 

various stations are passed 

with the 

station 

selector. Then turn screw counter-clockwise until the “swish- 


ing” sound just ceases. Continue to turn in the same direction about 
% revolution beyond this point. Tune to different stations over the 
dial, noting if squeal is present at any point. If bo, turn screw further 
counter-clockwise until squeal ceasee. For best average operation, 
this screw should be turned back from % to 1 turn, except where 
extreme selectivity is required. When the 2nd det. tube is replaced, 
this adjustment should be repeated. 

* Use a 100-mmf, condenser as dummy antenna. 

** While rocking. 
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MODEL NO. 59 


Signal 

Generator 

Signal 

Generator 

Dial 

Trimmer 

Output 

Connection 

Frequency 

Position 

Number 

Signal 

Remove grid 
Control 

clip from det.-osc. 
460 k.c. 

60 

2 

Max. 

grid of 
det.-osc. 

u 

u 

u 

1 

Max. 

Connect grid 

Ant* 

clip to det.-osc. 
1400 k.c. 

Note 1 

32 

Max. 

U 

u 

u 

4* 

Max. 

Note 3 

Note 3 

Note 3 

5 

Note 4 


* Use a 100-mmf. condenser as dummy antenna. 

Note 1. — Remove chassis from cabinet (removing base-plate, knobs, pointer, 
etc.). Turn variable condenser until rotor plates barely mesh with 
stationary plates. 

Note 2. — These trimmers are located on the tuning -condenser gang. Be sure 
to replace dial -pointer exactly as it was removed. 

Note 3. — Connect antenna to receiver and tune in a signal near 1300 k.c. 

Note 4. — Turn fibre hex-head screw clockwise until set oscillates or squeals. 

Then turn back ^4 revolution until squealing stops. Tune in other 
stations on different points along the scale, noting if squeal is present. 
If so, turn back slightly until all squealing ceases. Readjust this con- 
denser whenever the det.-osc. tube is changed. 
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MODEL NOS. 60, 505 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from 6A7 
Control 460 k.c. 55 

Broadcast 

1 

Max. 

grid of 
6A7 

tt 

tt 

tt 

u 

2 

Max. 

u 

tt 

tt 

u 

3 

Max. 

Connect grid clip to 6A7 
Ant* 

tt 

it 

Wave 1 

Min. 

u 

1400 k.c. 

140 

tt 

Trap 

H.F.0sc. 2 

Max. 

it 

tt 

tt 

tt 

Ant. 2 

Max. 

u 

600 k.c. 

60 

it 

4 

Max.** 

a 

1400 k.c. 

140 

tt 

HJF. Osc. 

Max. 

u 

Note 3 

Low-freq. 

Police 

5 

Max. 

Note 1. — Wave trap in series 

end 

with antenna 

was not used on early production, 


Note 2. — H.F. osc. and ant. trimmers are located on tuning -condenser frame— 
the ant. trimmer is nearest front of chassis. 

Note 3. — Set signal generator frequency to Bame as point on dial chosen near 
low frequency end. Adjustment of (5) will correct the dial calibration. 

* Connect a 200 -mmf. condenser between signal generator and antenna post of 
set, at the antenna post. 

** While rocking. 
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MODEL NO. 65 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Ant.* 

1400 k.c. 

140 1 


Ant. 2 

Note 3 

u 

u 

tt 


R.F. 2 

Max. 

tt 

tt 

tt 

• • • 

Ant. 2 

Max. 


Note 1. — Tune for maximum output. 

Note 2. — Located on inside back of tuning- condenser gang — accessible through 
opening in back of frame. 

Note 3. — Turn trimmer all-in to purposely upset alignment. 

* Connect a 200-mmf. condenser between signal generator and antenna post of 
set, at the antenna post. 


MODEL NOS. 76, 77 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Ant* 

1400 k.c. 

140 1 


Ant. 2 

Note 3 

a 

tt 

u 


R.F. 2 

Max. 

tt 

tt 

a 


Ant. 2 

Max. 


* Connect a 200-mmf. condenser between the signal generator and the antenna 
post of set, at the antenna post. 

Note 1. — Tune for maximum output. 

Note 2. — Located behind the right-hand end of gang -condenser assembly and 
accessible from top of chassis. 

Note 3. — Turn all the way in to upset alignment. 

CAUTION : Do not attempt to adjust the other two trimmers located on 3rd 
r.f. and det. coils. These are set at factory with special signal- 
generator equipment and sealed. 


MODEL NOS. 82, 86, 87 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Ant* 

1300 k.c. 

Note 1 


Det 2 

Max. 

tt 

u 

u 


R.F. 2 

Max. 

it 

a 

u 


R.F. 2 

Max. 

tt 

a 

u 

Note 3 

3rd RF. 4 

Min . 

a 

u 

u 

u 

neut. 
2nd RF. 4 

Min. 

tt 

a 

u 

n 

neut. 
1st RF 4 

Min. 


neut. 

* Connect a 200-mmf. condenser between the signal generator and the antenna 
post of set, at the antenna post. 

Note 1. — Advance volume control and tune sharply for maximum output. 

Note 2. — Located in front of the tuning-condenser gang. 

Note 3. — Use “dummy” 226 tube — 1 filament prong cut-off. 

Note 4 . — Neutralizing condensers are in back of condenser gang. These adjust- 
ments are critical — use extreme care, and have volume control on full. 
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MODEL NO. 66 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from 6A7 
Control 460 k.c. 

55 

Broadcast 

4 

Max. 

grid of 
6A7 

u 

U 

u 

(left) 

U 

3 

Max. 

u 

u 

u 

U 

2 

Max. 

u 

u 

u 

u 

1 

Max. 

Connect grid clip to 6A7 
Ant.* 

u 

a 

5 

Min . 

u 

1700 k.c. 

170 

u 

7 

Max. 

u 

U 

it 

u 

6 

Max. 

u 

600 k.c. 

60 

u 

8 1 

Max. 


* Use a 200-mmf. condenser as dummy antenna for broadcast band and a 
400-ohm carbon resistor for shortwave band. 

Note 1. — Accessible from underneath chassis. 
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MODEL NOS. 70 (below ser. #B22,000), 270, 370, 570 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid 
Control 

clip from 
260 k.c. 

1st det. 
55 


1 

Max. 

grid of 
1st det. 

it 

u 

u 


2 

Max. 

it 

u 

u 

• • • 

3 

Max. 

Connect grid 
Ant.* 

clip to 1st det. 
1400 k.c. 140 


4 

Max. 

a 

it 

it 


5 

Max. 

a 

it 

tt 


6 

Max. 

u 

600 k.c. 

60 


7 

Max.** 

it 

1400 k.c. 

140 


4 

Max. 


* Connect a 200- mm f. condenser between signal generator and antenna post 
of set, at the antenna post. 

** While rocking. 
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MODEL NOS. 71, 70 (above serial JB22,000), 27Q, 

370, 570, 22, 22L 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from 
Control 260 k.c. 

det.-osc. 

55 


1 

Max. 

grid of 
det.-osc. 

u 

u 

u 


2 

Max. 

u 

a 

u 


3 

Max. 

u 

u 

u 

• • • 

4 

Max. 

Connect grid clip to det^osc. 
Ant. 1400 k.c. 140 


5 

Max. 

U 

tt 

u 


6 

Max. 

u 

u 

u 


7 

Max. 

u 

600 k.c. 

60 


8 

Max** 

u 

1400 k.c. 

140 


5 

Max. 


• Connect a 200 -mm f. condenser between signal generator and antenna post of 
set, at the antenna post. 

** While rocking. 


44-R.F. 


3G* 
DET.-OSC. 
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t 




PROMT 


0~ 


0- 
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O QO 




<Z> 


R.F. 

1400 K-C- 


-© DET ' 


1400 K-C- 


-80-RECT. 


■/^VH.F.OSC. 

v2/ 1400 K-c. 
-42-OUTPUT 
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1/ ZGO K-C. 


BACK 
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MODEL NO. 80 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid 
Control 

clip from det.-osc. 
460 k.c. 65 


1 

Max. 

grid of 

det.-osc. 

a 

il 

it 


2 

Max. 

Connect grid 
Ant.* 

clip to det.- 
1400 k.c. 

•OSC. 

140 


3 

Max. 

u 


« 


4 

Max. 

u 

600 k.c. 

60 


5 

Max.** 

u 

1400 k.c. 

140 


3 

Max. 

Note 1 

Note 1 

Note 1 

• • • 

6 

Note 1 


* Use a 100-mmf. condenser as dummy antenna. 

** While rocking. 

Note 1. — Connect antenna to receiver. Tune in station, first at about 130 and 
adjust (6) to a point just before squealing starts. Tune in stations 
along other points on dial. If squealing is present at any point 
readjust (6) slightly until there is none at any point along dial. This 
adjustment may have to be changed if set is moved to different loca- 
tion or if antenna length or 2nd det. tube is changed. 



0 


© 

ANTENNA 
1400 ICC 

NIGH® 
FREQUENCY 
1400 KX. 
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MODEL NO. 81 


Signal 

Signal 


Wave Band 



Generator 

Generator 

Dial 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid 

clip from det.-osc. 




Control 

460 k.c. 

55 

Broadcast 

1 

Max. 

grid of 
det.-osc. 







it 

a 

a 

2 

Max. 

Connect grid 

clip to det.- 

■osc. 




Ant.* 

1400 k.c. 

140 

a 

3 

Max. 

a 

it 

u 

tt 

4 

Max. 

it 

600 k.c. 

60 

u 

5 

Max.** 

it 

1400 k.c. 

140 

tt 

3 

Max. 

it 

2400 k.c. 

2400 k.c. 

Police 

6 

Max. 

it 

1700 k.c. 

1700 k.c. 

•< 

7 

Max. 

Note 1 

Note 1 

Note 1 

Broadcast 

8 

Note 1 


* Use a 100-mmf. condenser as dummy antenna. 

** While rocking. 

Note 1. — Connect antenna to receiver. Tune in station, first at about 130 and 
adjust (8) to a point just before squealing starts. Tune in stations 
along other points on dial. If squealing is still present, back off (8) 
slightly until there is none at any point along dial. This adjustment 
may have to be changed if antenna length or 2nd det. tube are 
changed. 
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MODEL NO. 84 


Signal Signal Wave Band 

Generator Generator Dial Switch Trimmer Output 

Connection Frequency Position Position Number Signal 

Remove grid clip from det.-osc. 

Control 460 k.c. 60 ... 2 Max. 

grid of 
det.-osc. 

“ “ “ ... 1 Max. 

Connect grid clip to det.-osc. 

Ant* 1500 k.c. 150 ... 3 Note 1 

“ 600 k.c. 60 ... 3 Note 2 

“ 1400 k.c. 140 ... 4 Max. 

“ “ “ ... 5 Max. 

* Use a 100 -mmf. condenser as dummy antenna. 

Note 1. — Turn fibre nut clockwise until Bquealing starts. Then turn back % 
turn to left. 

Note 2— If squealing is present, turn nut back half -turn from squealing point. 
Note 3. — The final adjustment of (3) should be made with the receiver con- 
nected to this antenna. Adjust (3) so that the receiver does not 
squeal at any point in the band. 
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MODEL NOS. 90, 90A, (with 2-45), (with 1-47) 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from 1st det. 
Control 175 k.c. 55 


1 

Max. 

grid of 
1st det. 

tt 

u 

tt 


2 

Max. 

tt 

u 

tt 

• • • 

3 

Max. 

Connect grid clip to 1st det. 
Ant * 1400 k.c. 140 


5 

Max. 

it 

tt 

u 


4 

Max. 

tt 

it 

tt 


6 

Max. 

it 

tt 

tt 


7 

Max. 

it 

600 k.c. 

60 


8 

Max.** 

it 

1400 k.c. 

140 


5 

Max. 


* Connect a 200-mmf. condenser between Bignal generator and antenna poet of 
set, at the antenna post. 

** While rocking. 



I » T ANT. 
1400K-C. 

ANT. 

1400 K.C. 


H.F. OSC. 
1400 K.C. 


1 * T DET • 
1400 K-C. 
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Google 


Original from 
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MODEL NOS; 90, 90A (with 2-47) 

Signal Signal Wave Band 

Generator Gepersf.rfr Dial Switch Triroraer 

Connection Frequency Position Position Numbw 

Remove grid dip from det.-rwe. 

Centro) 2C0 k<o, 55 1 


Output 

Signal 


Connect, grid clip to dat.-esc. 
Ant.’* 3400 k.c. 340 


m k.c. M ... 8 Msitf*- 

1400 k.c. 140 ... 5. M<ur. 

. .• - ' . * 
Cotaretd a 5$0-mmf. con-denser between sign*! gcaerttorwtd antenna post, of 
iSflt, at the antenna post: 

Whiie nxsVing. 


*£0 • 


i OCT.' 
n 4<30 *.Cv 


4^4-Ot/nVT 




w.f.osc 

HtP.O K.C 




i.F.OSC 
'&&Q K.C 


Qnlgjnal from , 

UNIVERSITY OF MICHIGAN * 



MODEL NOS. 31, 14 (221, 222), 23, 23X 

Wm 

35 i *3 Switch 

Position Position 


Signal 

Generator 

Ccftmtstticni 


Iritamcr Output 
Humbtc Signal 


Broadcast 3. Max 


** " § ? 3 Max. 

. •* .. . Max., 

Connect grid dip to det^dac. tube 

Ant* BOO k.c. 140 '• 6 Max. 

“ “ • “ ■ Max. 

« . •< « . ' ! .'j ' afax 

m 600 k.c. m “ a Max**- 

41 1400 k'xL 140 “■ 6 Max. 

• • 

* Connect at 200-rrunf. cxin&taz'X bafcwee n aucn&i xwiamtox aod ant sans poa*, of 
set, at tho ^ntenaa poet, 

** While rocking .>5*- v'v':; > " V ;V >• 


r S f.rtowr 


- 0 i 4 OOk.<- 

JjZhA'fiG K.c- 

•'-'UOG KiC r 
-60 RECT 

-42 OUTPUT- 
- 4 Z pUTPOT 
-ST* ittftdUJO 


44 P-P. 


(T) ww.- 

w W6 k <. ££ 
5 LC - 

K.c. 

>44 1, F. 


DET^REST, 


BACK 
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MODEL NO. 97 


Signal Signal Band 

Gensfrator.. Generator J>i*l Switch Trimmer Output 

Connection f*f*quency PoMiidn Poattioa Nus*b®r Signal 

••••’• 

Rem^ove.'^trid dip from 6A7 $'• 

S5f) k.c. Range 1 39 Mas. 

grid of (left.) 

Mt 


« « « “33 

Connect grid clip to 6A7 

Ant.* " “ f ' 2 

' ^ : 18.0 m.c. 18.0 m.c. Range 3 21 


3800 k.c, 


( center) 


1800 k.c. IS t»|C 
1800 k.c, 1800 k„e. 


" 600 k.c. 800 k,o. " 25 Mai. 

tfe« a 200 -mmf. liondeoser dummy intetma for broeudenet bs^d and » 40$* 
ohm cArbon reeiaidr far th« ehortv^ve j>acd. 


mms* 


,~<u 


4 *c>r.c 


flfrvHCABH 


fKklSI 


(K iscaw 


IfrOO kC 


iSit^.-jTmOASSjuirt^ feco f.c 

dla ) tf; pouet f»ur> saaoxc 


41,0 Kt 




gig 


ACS 




‘ 5 WV 1 
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MODEL NO. 116 (121, 122) 


Signal 

Generator 

Signal 

Generator 

Wave Band 
Dial Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid dip from 1st det. 
Control 460 k.c. 55 

Range 2 

541 


grid of 
let det. 

tf 

u 

tt 

a 

59 

Max. 

u 

u 

tt 

a 

57 

Max. 

u 

u 

tt 

a 

53 

Max. 

tt 

a 

tt 

u 

51 

Max. 

it 

tt 

tt 

u 

50 

Max. 

it 

a 

u 

u 

48 

Max. 

a 

a 

tt 

a 

54 

Max. 

Connect grid clip to 1st det. 
Ant* 

tt 

1 

Min. 

u 

18.0 m.c. 

18.0 m.c. 

Range 5 

28 

Max. 

ti 

u 

u 

u 

9 

Max. 

<t 

it 

u 

u 

18 

Max. 

a 

9.5 m.c. 

95 m.c. 

Range 4 

29 

Max. 

it 

a 

u 

tt 

10 

Max. 

ft 

a 

a 

tt 

19 

Max. 

tt 

4.0 m.c. 

4.0 m.c. 

Range 3 

30 

Max. 

it 

a 

a 

tt 

11 

Max. 

tt 

tt 

tt 

u 

20 

Max. 

ti 

1600 k.c. 

1.6 m.c. 

a 

30A 

Max. 

it 

1500 k.c. 

1500 k.c. 

Range 2 

31 

Max. 

a 

tt 

ft 

tt 

12 

Max. 

a 

tt 

tt 

u 

21 

Max. 

a 

600 k.c. 

600 k.c. 

tt 

31A 

Max. 

a 

340 k.c. 

340 k.c. 

Range 1 

32 

Max. 

it 

175 k.c. 

175 k.c. 

u 

32A 

Max. 


* Use a 200-mmf. condenser dummy antenna on broadcast band and a 400- 
ohm resistor on the shortwave band. 

»Iote 1. — Turn all the way down. 
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MODEL NOS. 118 (121, 123), 507 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid 
Control 

clip from 6A7 
260 k.c. 

55 

Broadcast 

4 1 

Max. 

grid of 
6A7 

a 

a 

a 

(left) 

ti 

3 2 

Max. 

a 

it 

u 

tt 

2 1 

Max. 

tt 

u 

a 

tt 

l 2 

Max. 

Connect grid 
Ant* 

clip to 6A7 

it 

tt 

it 

5 

Min. 

X 

1500 k.c. 

150 

it 

6 

Max. 

it 

it 

u 

it 

7 

Max. 

it 

it 

tt 

tt 

8 

Max. 

it 

600 k.c. 

60 

tt 

9 

Max. 

a 

11 m.c. 

11 m.c. 

Short Wave 

10 

Max. 

it 

it 

ti 

(right) 

u 

11 

Max. 


* Use a 200-mmf. condenser dummy antenna on broadcast band and a 400- 
ohm carbon resistor on shortwave band. 

Note 1. — Nut adjustment. 

Note 2. — Screw adjustment. 
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MODEL NOS. 144, 506 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from 6A7 
Control 460 k.c. 520 k.c. 

Range 1 

7 1 

Max. 

grid of 
6A7 

n 

u 

tt 

tt 

8 2 

Max. 

tt 

u 

tt 

u 

9 1 

Max. 

a 

a 

it 

a 

10 2 

Max. 

a 

it 

a 

u 

lli 

Max. 

a 

a 

tt 

if 

12 2 

Max. 

Connect grid 
Ant.* 

clip to 6A7 

u 

it 

tt 

13 

Mm. 

u 

20.0 m.c. 

20.0 m.c. 

Range 4 

1 

Max. 

it 

11.0 m.c. 

11.0 m.c. 

Range 3 

2 

Max. 

it 

35 m.c. 

3.5 m.c. 

Range 8 

3 

Max. 

it 

1500 k.c. 

15 m.c. 

a 

4 

Max. 

it 

1400 k.c. 

1400 k.c. 

Range l 

5 

Max. 

it 

520 k.c. 

520 k.c. 

a 

6 

Max. 


Do not attempt to adjust the two end trimmers shown on top-view. These 
have been adjusted and sealed at the factory. 

* Use a 200-mmf. condenser dummy antenna on broadcast band and a 400- 
ohm carbon resistor on the shortwave band. 

Note 1. — Nut adjustment. 

Note 2. — Screw adjustment. 
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MODEL NO. 200 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from 6A7 

Control 175 k.c. 1 550 k.c. 

Note 2 

1 

Min. 3 

grid of 
6A7 

it 

u 

tt 


2 

Min. 

it 

u 

tt 


3 

Min. 

it 

a 

tt 


4 

Min. 

it 

u 

tt 


5 

Min. 

u 

a 

u 


6 

Min. 

a 

a 

tt 

Note 4 

5 

Min. 

tt 

a 

tt 

Note 5 

6 

Min. 

tt 

a 

tt 

Note 6 

7 

Max. 

u 

u 

a 


8 

Max. 

a 

Note 7 

a 

• . . 

6 

Note 7 

Connect grid clip to 6A7 
Ant * 1500 k.c. 8 

1500 k.c. 

Note 9 

9 

Min. 

a 

tt 

a 


10 

Min. 

a 

tt 

tt 


11 

Note 10 

it 

it 

tt 


12 

Min. 

tt 

a 

tt 


11 n 

Min. 

tt 

600 k.c. 

600 k.c. 


1312 

Min. 

tt 

a 

u 


14 

Note 13 

Note 14 

10 k.c. 

. . . 


15 

Min. 


* Connect a 200-mmf. condenser between signal generator and antenna post of 
set, at the antenna post. 

Note 1. — Adjust signal-generator to give an unmodulated output, which should 
be regulated to give a reading of about two volts on the voltmeter 
scale (see note 3) during the first six i-f. adjustments. 

Note 2. — Turn fidelity-selectivity control all the way to the left. 

Note 3. — The usual output meter cannot be used with an unmodulated Bignal. 

Use indirect indication through a.v.c. system (for all adjustments 
unless otherwise noted) by connecting a high-resistance voltmeter 
(scale 0-5 or 0-10 volts) across the r.f. cathode resistor. This method 
will give minimum scale reading for maximum receiver output, and 
vice-versa. The voltmeter will indicate about 3 volts bias when no 
signal is applied to the antenna and will decrease upon application 
of signal. 

Note 4. — Connect 250-mmfd. condenser from plate of second i-f. tube to ground. 
This increases voltmeter reading to about 2.5 volts. 

Note 5. — Remove the 250 mmfd. condenser (note 4). Do not touch the grid 
padder (5) again. 
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Note 6. — Turn fidelity -selectivity control all the way to the right. 

Note 7. — When varying the frequency of signal -generator, two definite dips 
will appear in the voltmeter reading — one at 167 k.c. and the other 
at 182 k.c., indicating peaks in the tuning curve. The amplitude of 
both peaks should be equal (same voltage reading at each frequency). 
Variations can be corrected by slight readjustments of trimmer (6). 
If peak at 167 k.c. is higher than that at 182 k.c. turn (6) out (de- 
crease capacity), and vice-versa. 

Note 8. — Regulate signal generator output to maintain voltmeter reading of 2 
volts during adjustment of (9) and (10). 

Note 9.— Turn fidelity-selectivity control all the way to the left. 

Note 10. — Turn “in" until voltmeter reads 2.5 volts. 

Note 11. — After this adjustment, do not touch trimmer (12) again. 

Note 12. — Since the r.f. tuning is broad, there will be considerable range on 
dial that gives same output when (13) is adjusted for maximum re- 
ceiver output. Adjust trimmer (13) at the middle of this range as 
follows : Start with the usual 2 volt reading, and slowly turn receiver 
dial toward low-frequency end, while at the same time readjusting 
(13) for maximum receiver output, until a point is reached where 
voltmeter indicates 2.5 volts. Carefully note dial reading at this 
point. Follow same procedure while turning the receiver dial in the 
opposite direction until voltmeter again indicates 2.5 volts. Set the 
dial in the exact center between these two points for the final 
adjustment of trimmer (13). 

Note 13. — Adjust (14) to give minimum width on shadow-tuning meter of the 
receiver. 

Note 14. — The accurate adjustment of the 10 k.c. audio filter requires a fiali- 
brated audio oscillator. Connect the low side of the audio oscillator 
to ground and the high side to the variable tap on the receiver vol- 
ume control. 


MODEL NOS. 201, 509 


Signal 

Signal 


Wave Band 



Generator 

Generator 

Dial 

Switch 

Trimmer 

Output 

Connection Frequency Position 

Remove grid clip from 6A7 

Position 

Number 

Signal 

Control 
grid of 
6A7 

260 k.c. 1 

550 k.c. 

Broadcast 2 
(left) 

1 

Min. 8 

n 

tt 

it 

it 

2 

Min. 

u 

tt 

tt 

a 

3 

Min. 

u 

tt 

it 

tt 

4 

Min. 

u 

tt 

it 

u 

5 4 

Min. 

tt 

it 

tt 

u 

6 5 

Min. 

a 

260 k.c* 

tt 

a 

7 

Note 7 

u 

260 kx*. ® 

tt 

u 

8 

Max. 

u 

il 

it 

u 

9 

Max. 

“ Note 10 

Connect grid clip to 6A7 

it 

a 

8 

Note 10 

Ant. 

260 k.c. 11 

it 

tt 

10 

Max. 

Ant. 1 * 

1500 k.c. 

1500 k.c. 

tt 

11 

Min. 

tt 

11 

tt 

tt 

12 

Min. 

it 

it 

tt 

tt 

13 

Min. 

tt 

600 k.c. 

600 k.c. 

tt 

14 

Min* 

Ant. 18 

11.0 m.c. 

11.0 m.c. 

ShortWave 

(right) 

15 

Max . 15 

tt 

it 

10.48 m.c. 

tt 

Image check 

U 

tt 

11.0 m.c. 

tt 

16 

Max. 

Note 16 

10 k.c. 
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Not* 1.— -Adjust signed generator to give an unmodulated output, which should 
be regulated to give a reading of about two volts on the voltmeter 
scale (see note 3) during the first four i-f. adjustments. 

Note 3 . — Turn fidelity-selectivity control all the way to the left. 

Note 3 . — The usual output meter cannot be used with an unmodulated signal. 

Use indirect indication through a.v.c. system (for all adjustments 
unless otherwise noted) by connecting a high-resistance d.c. volt- 
meter (scale 0-5 or 0-10 volts) across the r.f. cathode resistor. This 
method will give minimum scale reading for maximum receiver out- 
put, and vice-versa. The voltmeter will indicate about 3.5 volts bias 
when no signal is applied to the antenna and will decrease upon 
application of signal. 

Note 4 . — Connect 500 mmfd. condenser from plate of second i-f. tube to 
ground. 

Note 5. — Remove 500 mmfd. condenser (note 4) from plate of second i-f. tube 
and connect across the third i-f. secondary. Remove this condenser 
after adjustment is completed. 

Note 0. — Set signal -generator for maximum output. 

Note 7. — Adjust (7) to give minimum width on shadow-tuning meter of re- 
ceiver. 

Note 8. — Set signal -generator output to give reading of 2 volts on voltmeter. 

Note 9. — Turn fidelity-selectivity control all the way to the right. 

Note 10. — When vanning signal -generator frequency through 253 k.c. and 207 
k.c., a definite peak on the voltmeter should be noted for each. If 
these two readings are not the same, they can be equalized by slight 
readjustment of (8). 

Note 11.— Turn fidelity-selectivity control all the way to the left. 

Note 12.— Through 250 mmfd. condenser. 

Note 13. — Through 400 ohm resistance. 

Note 14 . — Remove voltmeter from r.f. cathode resistor and connect regular 
output meter to plates of output tubes in the usual manner for 
adjustment of (15), (10) and (17). 

Note 15. — Use "lower capacity peak” for adjustment of (15) to maximum indi- 
cation on output meter. Neglect "higher-capacity peak." 

Note 16. — The accurate adjustment of the 10 k.c. audio filter (17) requires a 
calibrated audio oscillator. Connect the low side of the audio 
oscillator to ground and the high side to the variable tap on the 
receiver volume control. 

•While rocking. 
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MODEL NO. 511 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Ant.* 

1300 k.c. 

Note 1 


1 

Max. 

u 

It 

ft 


2 

Max. 

tt 

tt 

u 


3 

Max. 

tt 

tt 

u 


42 

Min. 

tt 

u 

tt 


52 

Min. 

tt 

it 

tt 


6 2 

Min. 


9 Connect a 200-mmf. condenser between signal generator and antenna post 
of set, at the antenna post 

Note 1. — Leave volume control full on. Tune sharply for maximum output. 

Note 2. — Use a dummy 226 tube (one filament prong cut off) in the stage 
being neutralized. Neutralizing adjustments are critical and must 
be accurately made. 
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MODEL NO. 600 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid 
Control 

clip from 6A7 
460 k.c. 550 k.c. 


23 

Note 1 

grid of 
6A7 

tt 

it 

tt 


18 

Max. 

tt 

tt 

tt 


20 

Max. 

it 

u 

tt 

• • • 

23 

Note 2 

Connect grid 
Ant* 

clip to 6A7 
1800 k.c. 

Note 3 


5 

Max. 

u 

n 

u 


6 

Max. 

a 

600 k.c. 

600 k.c. 

• • • 

16 

Max. 


* Use a 100-mmf. condenser as dummy antenna. 

Note 1. — Adjust to about V/z turns counter clockwise from “tight" position. 

Note 2. — Turn clockwise until a hiss (oscillation) is heard. Then turn counter 
clockwise until hiss ceases and continue for ^4 turn more. 

Note 3. — Turn variable -condenser gang all the way out of mesh. Place .006" 
gauge between stator and rotor plates. Turn rotor plates until gauge 
touches both stator and rotor plates. Reset dial pointer (if necessary) 
to read 1800 k.c. at this step. Then remove gauge. 
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MODEL NO. 602 


Signal W^ve Baud 

Generator Dial Switch Trimmer Output 

Frequency Position Position Numbet Signal 

460 kj&. : 550 kx _ M Max. 


Control 

grid 1 


Control 


V; *>■ 


o/8A7 


Wave: trap Min 


Ant* 


ISOOkA Not*? 2 

800 &x, 600 kx 


* tf*Q *.• {0£‘ihrof. condenser as dummy antenna. 

Note i. —Through .00025 add. condeuaei . 

Net* 2.*— Plactf .006° gauge between stator and rotor plates (after turning 
condenser gang •fa lumimum capacity position). Then turn cpp.* 
d«r&er gat.g until etator a^d rot<<r plates both touch the gauitf. 
Reset dial painter (it fteceaaary) to read 1800 Sac. at thhf step. Re- 
move #m tgs. ••’ v i.ij v- . . 


Oi* 7 Cpt 4 x-Q 


^mm 


ItZCTlfli'fl 
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MODEL NO. 604 


Signal Signal 

3enerafcor Generator Dial 

onnection Frequency Position 

Control 460 k.c. 660 fafc 
gnd 1 
of i.f. 


Sv/xtcK Trimmar Ouiflnttft 
Position Number ‘Signal 

Broadcast M Max. 
Cieft) 


Contio] 
grid of 
6A7 


18 m.e> 18 m.o> v Short Wave ft 


18 :w$+ lTim& :* 

6.0 6 & tsiJQ ■ ■ * 

18,0 in.e. 18.0 m,u. u 

1600 feo. 160() k.c. Broadcast 

<Mi) 


tm kjk 1400 k.c ? “ 16 Max. 

§Jj 680 k c. “ 10 Max. 

* Dab a $<Hbromf, oondens»r diumrry anteim* tot broadra^t band and a 4DC-^ 
rcaintO'j for short W&ve brtmi. 

Note 1.— Through .00025 fojff; vopd'efri^r. 

Note S.-r-Connpct variable wnd^r.sci’ (about .00025 mfd.) across oscillator 
section of receiver vnjifUjir-condenHrr £S!tg, . a>td -tun* /external < 50 jn- 
deji^vr *o that the *yy»R»l uariormir o f the receiver 6-sHliatoc beat** 
with the 18 ra.c, aignal from the' signal -genarstor, Adjust. (17) under 
these conditions. •* (%’ . • ; 

'T^ote/^.^DjiKtonnpct .^bndenoer mentioned in Aote 2 above. 

No te ky-~l&ateii£i3. 9i^^fSfrn^»tur output to ofcjKrk for image sigftfri. 
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MODEL NO* 610 


'Wive 8 *ad 

Switch Trimaa**- 

Phsieimi Number 


Output 

Sigam) 


Generator Generates Dial 

Connection , Frequency Petition 

Emave griil clip from $AT 

Control 460 k.c* 650 k.c» 
grid of : 


Bremdeast 

(left) 


Connect grid dip to 6A7 
Aat* 

“ 1800 fc.c. 


istto k<js. 


800 k.c. m k.o. 
i$J0t4.e: iS.ftxn.e 


Tm4.; 73 ni*. " 13* Max. 

•Use « 200 - aim f. co*vrj«t 5 «i: dummy unfomm <fu bc^tdcxed fe&nd and n 400 
ohm oajrbb^. / K.«»ialbr' -a? ' «i>ort*-*ysr M. 

Note 

Note ? t — Nat adjustments 


fV ; t / r wAfxr.eur^ 


L > ± > 


* t ti ; f 

ifrtm. 




nfrat 
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MODEL NO. 611 


Signal 

Signal 


Wave Band 



Generator 

Generator 

Dial 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid 

clip from 6A7 




Control 
grid of 

460 k.c. 

550 k.c. 

Broadcast 

29 

Max. 

6A7 






a 

it 

u 

tt 

31 

Max. 

it 

it 

a 

a 

23 

Max. 

it 

it 

a 

a 

25 

Max. 

Connect grid 

clip to 6A7 





Ant.* 

u 

a 

it 

1 

Min. 

u 

1500 k.c. 

1500 k.c. 

a 

13 

Max. 

it 

U 

a 

u 

7 

Max. 

it 

600 k.c. 

600 k.c. 

U 

12 

Max. 

it 

18.0 m.c. 

18.0 m.c. Short Wave 

14 

Max. 

u 

u 

u 

u 

8 

Max. 

it 

6.0 m.c. 

6.0 m.c. 

a 

15 

Max. 


* Use a 200-mmf. condenser as dummy antenna for broadcast band and a 400- 
ohm carbon resistor for shortwave bands. 
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MODEL NOS. 620, 625, 630 , 63 5 


: P'-y. 


Sign*! Signal Wa*e Band 

Generator Generator DlaJ * Switch Trimmer Output 

Concoction Frc^uenc^ Position position Humber Sign** 

'i'A ,v ’* ** * : ■' -*X • *'* .%' 4 * '*■ *• ' -?V - l : .'**' • 


rat 

as*. ". Max. 

# • ^ 3i 1 : “Max. 

u V: “ " a . 33 * Max. 

. , X ' • _•» "l SS 1. W 'A 


Connect grid clip to 8A7 


Ant,* J 460 k.c. 350 k A " 

> 1700 kjc. 1700 k.e. 

■; . « . .< « 

■ « ':'«•• ■ ■■;.* - ■ « 

6oa iws. isbo kAi^S©" 

n 


Note. 3'- Min. 
14 Max. 


m* 


u 

« - v. ■ 


«00 k.c. 800 k.c. 

&6 ib.< 5/ ^tox. Kange2 

(center) 

4* 


X-; 


4/ 




•»* 


H 

V 

« 


“ 1800 k.c. lAinA 

“ Igflnao. 18Jlni.c. BangeS 

(right) 

« • " " . . “ 


M 




10 Mai. 

I7i Max. 

H Max. 

Af v.Y >’>•( V 

5 Max. 

Max 
W* Max. 

\o Max. 

Max. 
Max. 


•4- : 


« ^rCJJUif, eond owr ri iorany 9Htmxtu tm bread csat baud and u 400* 
ohiti carbon r«^dr: csn tbe abort waveband 

^No*# tjMBnre*- ndjuto’enitv ' 

• Not* X—Niit kdjortiBSirt. . ' / 

Note S.— Way* Imp adjuattuerii— accessible through kola in rear of cbnaai* 
near njatenUfi terminui; 

£A!i 



fS’jsur,! 


KMMllHiN 


«?* ** ; . ... . . -~\‘V 

sfev^X-' ^oisrnfflL 

[ iOdf J 


Go gl< 


‘.in-- 




>V yi * ^y$,3p£ &3SS .j| ^ 0 rig i ra I from 

^^#^^^|NIVERSITY OF MICHIGAN 

* Hsfc**^*-* vH ; -' *!»*•• 



MODEL NOS. 623, 623A 

Sign*! Sffinad 

Genera r&r G«h«r»tQr Dial 

Conascmva Ftequeacy Position 

Mem&tit jSKid blip from ICO 
Ccut.ro! #0 k,c, 5t>D .k ^ 


Wive '.Gap# 

SwiUH Tf»rumer Output 

Poaitiuo Nueabttr Sijf^AJI 


Broadcast 


Concept grid clip to 1C6 ' i \ 

Aut> “ “ v 1 Mm 

* 1500 k.e, 1500 Jus. " i$ Mas 

S * 6 Mad 

* 600 k.o, 600 k.c. $ U> : Mm 

“ 180 me, 180m X. Sb/>r$ W a ve 12 Mai 

a u #* « y M»3 

| 60m.c. e.0m.c. .«• t*V Mw 

* Ifae u 200-mrnf. cowden&er «& dvtoniy anteutife oti broadest band *od 
400-tjiiai carbon resistor oa ehmlwaye bands. 

Note I. — Scrw ad)u$ta&gnt- 
•Jtote . adiustmom.. 


k Q'pp.l 


v^i.p: 

dtoic- 


^-Qi)05C.H^ STO r*£>o«c 
5TB 

'^•Qaxt. sm, Y a 0 

li W IS<*C 1 a 


^JfiC AWfc5/^r 


.i?:-"i 'Wt, ***-pv\.%ZfW 
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MODEL NO. 624 


Signal 

Signal 


Wave Band 



Generator 

Generator 

Dial 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 

460 k.c. 

55 1 

Range 3 

27 

Max. 

grid of 

i t 



(left) 



i.i. 

u 

it 

u 

it 

29 

Max. 

Remove grid 

clip from 1C6 





Control 
grid of 

u 

a 

it 

24 

Max. 

1C6 






u 

a 

u 

it 

26 

Max. 

Connect grid 

clip to 1C6 





Ant * 

u 

u 

u 

1 

Min. 

u 

18 m.c. 

a 

18 m.c. 2 

Range 1 
(right) 

6 

Max. 

it 

18 m.c. 8 

u 

16 

Max. 

it 

18 m.c. 4 

17.1 m.c. 

it 

Image check 

a 

6.0 m.c. 

6.0 m.c. 

a 

17 

Max. 

it 

18 m.c. 

18 m.c. 

u 

16 

Max. 

a 

1600 k.c. 

150 

Range 3 

14 

Max. 




(left) 



u 

a 

a 

u 

5 

Max. 

a 

600 k.c. 

60 

it 

19 

Max. 


* Use a 200-ramf. condenser dummy antenna for broadcast band and a 400- 
ohm carbon resistor for shortwave band. 

Note 1. — Advance reoeiver volume control to just below the point at which 
oscillator hiss becomes noticeable. 

Note 2. — Connect variable condenser (about .00025 mfd.) across oscillator 
section of gang condenser (front section). Tune this condenser so 
that the second harmonic of the oscillator beats against the signal 
from the signal generator. Adjust (6) under these conditions. 

Note 3. — Remove variable condenser mentioned in note 2 above. 

Note 4. — Advance signal -generator output to level sufficiently high to give 
dear indication on output meter at this step. 

Note 5. — No adjustments are necessary for the alignment of Range 2. 


IA4 30l-C6/« 


WAVE TRAP 

4*0 KC 
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MODEL NQS. 640, 650 


Sign*) Signal 

Generator Generator 

ComuHrtion Frequency 

• 

Remove grid clip ifoni 3A7 
Control 460 k.c, 5 

grid of 


W*v$ Sfar»d 

Bxai Switch Trimmer Output 

Po*hian Position Number 


Connect grid clip to 6A7 
Ant* 

18.0 m.c 


IS.0 xx j'jc. .■ Range 4 


6.0 fM3 m.Cv 


w 350 fc.e. 350 k^c, Range 1 24 Max, 

“•■ *’ • ; "v ■ :12 -Max. 

» u «: “ ’ : a 

“ 170 k.c. 170 k.c. " -2«» Max. 

* Ub* a 200-ramf. coader^ur tedummy ajitenU& on broadcast bsmd and a 406 
ohm carbon roister band 

Note l. —Accessible from Unden^th. chassis near middle front. 

Note 2— N«t hdjiwttne.nf-. ■'. Wv-ksl ^ v’-- V j . 7 • 

Note trSm adjustment. ■ *• v . .. v 


TKl.P 








c. «tqw st*H 5 

AvhivAM €*«*•*•.»*> 


mm®*® -xnm 

****? . 


H 

1500 k.c. 

15t>0 k.c. 

Range 2 

25 

Max, 

it 

•T< 

•sJf. 

"• ^ ,V J .^ 

* • > .--v.V'r «i , > • 

13 

Max. 

i» 

(*- 9 sV< ■ •* . %< . -\S 

« 

\ '.. ».. .'V v~\-> \- 


Max. 

u 

600 k,c; 

. 

600 k.c. 

■;• • : : ;r 

£K<Sff* ■ 

Max. 

t* 

2400 k.c. 

2.4 m.c. 

Range.3 

' 4 ' 

Max. 

t> 

, * - • a 

\< ^ ; * # . ' U.V » v . ’ - : tfV • * "jV<Afi V 

-•■ •' V<: - -v.' -v .*'. 

b.- '•' ?: <.■ ■ ‘.> v 

;; - if • ’ _.. 

14 

Max. 


t '"' : ■ ;■ 



• ^ ' .•) 1 t ' >V 7-'- * •. 



*< • ’ 

n 


;: l: 4S 




« 

3S 


' ,'ii "" 

* ’ 

-• . •*'* '.'j .. ..V/. ,/» 

«< 

40 
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MODEL NO. 641 


u m 


Signal 

Signal Wave Band 

r “y y 1. f >,: 


Generator 

Generator 3U1 Switch 

.j Trimmer 

Output 

Connection 

Frequency Position Position 

: 

N limber 

Signal 

Be move grid < 
Control 

clip from ll t V ; ; 

460 k.c. 650 k.c. Kangi.' I 

38 

Max, 

gridctl 

■ 



U. 


; : f ' ; . ' / 


*< 

: . . . it • ; '• ./ "■ ]' Mi 'J • ‘ U 

40 

Max. 

Connect grid clip id *X aiid. remove 

tTKl/l .llm - 'S A 1 !? 



doctrol 


32 

•M^x: 

grid 61 



* v r: v b* 

*A7 

. 



; U _■ 

■ \ • •«•;. •••' <f /«. 

34 

Max, 

Connect grid 

3lip. t.0 



AiitJ* 

$3; <’ « 

W iirap, 


*« . 

1 $.0 m x. . 18 .0 th .c:* Range 3 

4-.:. 

Max, 

n 

': H ' /■. •’■ ;• -V.. "'Ji.-' ' •'•'* ■- ' /.•; « 

15 

: Ivfax'i . 

« 

. !8.0 fa c - 

23 

Ma ■i i 

u 

6A m.c, 6.0 ni.c. '* 

17 

Max. 

« 

18.0 a.c. !S.O mx\ “ 

23 

Max; 

U 

- ', .' *•'•/•! • ?— i < - V r -,' V 

1400 k,c. 1400 k.c. 9H|P 

a 

Max. 

U 


' 14 

Max; 

U 

■ ... h : • . ' ' ■ ;. *y :' . 

18 

Max. 

« 

680 k:c. m k.c.. ft 

19 

Max- 


1400 k- c. 140*1 k c, 

. IS, 

Max; 

*t 

2400 k c. 2400 k.c. Eaage 2 

0 

mm. 

a 

4» - H <* 

13 

Max, 


*Wm ft 200-mmf. cOndvMer as dimirtlv aiiteuh* for broadcast band arid a 
-oiirii carton resisiur for fehortwtfve toitda. 

Nofcft !.>— Connect: a variable emd'snser tocrons tto oHcillator section /> f thn-.' 
^re«&iy&r toning xjbndew^r g»tue. Tugj g >l fefe vftrnibfe condenser for 

kvtn«lU«t«m iitrl «nri4ir«n /-.r. /jn+rklrt t^'Alhaf* ^FKmi krl >tic«4 ^i\ ■ »t Arl ' 

Np**7&- 


. I •; | I i 

| r ; I 

>/ v Vi •' . 



(j£GS& 




. ; : V' 

7W»L *i&€'3M«D 
rAKYJZOT. C0«1K)W. 


Gov gl< 




,v Mt' 

A. ‘ J ' r 3 


tout** 

0*7*50*. 
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MODEL NO. 642 


Signal 

Signal 


Wave Band 



Generator 

Generator 

Dial 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from 6F7 




Control 

460 k.c. 

600 k.c. 1 

Range 1 

55 

Max. 

grid of 



(broadcast) 



6F7 






u 

it 

u 

u 

57 

Max. 

Connect grid clip to 6F7 and remove grid clip 

from 6A7 


Control 

it 

tt 

u 

34 

Max. 

grid of 






6A7 






u 

it 

a 

u 

36 

Max. 

Connect grid clip to 6A7 





Ant. 

it 

a 

it 

Note 2 

Min. 

Remove grid clip from 78 ri. 




Control 

18.0 m.c. 

18.0 m.c. 

Range 3 

10* 


grid of 






78 ri. 






« 

tt 

it 

it 

14 

Max. 

u 

6.0 m.c. 

6.0 m.c. 

a 

10 

Max. 

Connect grid clip to 78 ri. 




Ant.* 

18.0 m.c. 

18.0 m.c. 

tt 

6 

Max. 

tt 

18.0 m.c. 4 

17.1 m.c. 

a 

Image check 

a 

5.5 m.c. 

5.5 m.c. 

Range 2 

5 

Max. 

it 

u 

u 

u 

9 

Max. 

a 

it 

a 

u 

13 

Max. 

u 

1800 k.c. 

1800 k.c. 

a 

16 

Max. 

tt 

5.5 m.c. 

55 m.c. 

a 

13 

Max. 

a 

1500 k.c. 

1500 k.c. 

Range 1 

4 

Max. 

u 

il 

it 

u 

8 

Max. 

t* 

it 

it 

a 

12 

Max. 

a 

580 k.c. 

580 k.c. 

a 

17 

Max. 


1500 k.c. 

1500 k.c. 

a 

12 

Max, 
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* Use a 200 -mmf. condenser as dummy antenna for broadcast band and a 
400-ohra carbon resistor for shortwave band. 

Note 1. — Advance receiver volume control to just below the point at which 
oscillator hiss becomes noticeable. 

Note 2. — Wave trap adjustment — accessible through hole from rear of chassis 
near antenna terminal. 

Note 3. — Set to V4 turn back from tight position. 

Note 4. — It will be necessary to increase the signal -generator output to check 
for the image response. 


MODEL NOS. 643, 643A 


Signal 

Signal 


Wave Band 



Generator 

Generator 

Dial Switch 

Trimmer 

Output 

Connection 

Frequency 

Position Position 

Number 

Signal 

Remove grid clip from 34 

ii. 




Control 

460 k.c. 

55 1 

Range 2 

44 

Max. 

grid of 



(broadcast] 



34 i i. 






a 

ii 

a 

u 

45 

Max. 

Connect grid clip to 34 ii. and remove grid clip from 1C6 


Control 

ii 

u 

u 

40 

Max. 

grid of 






1C6 






a 

ii 

u 

u 

41 

Max. 

Connect grid clip to 1C6 





Ant.* 

it 

a 

a 

1 

Min. 

a 

18.0 m.c. 

18.0 m.c. 2 Range 4 

20 

Max. 

a 

u 

a 

a 

8 

Max. 

a 

u 

18.0 m.c. 3 “ 

23 

Max. 

u 

18.0 m.c. 4 

17.1 

m.c. 

Image check 

u 

6.0 m.c. 

6.0 

m.c. “ 

30 5 

Max. 

u 

5500 k.c. 

5.5 

m.c. Range 3 

26 

Max. 

a 

a 

u 

u 

19 

Max. 

a 

a 

u 

u 

7 

Max. 

a 

1800 k.c. 

1.8 

m.c. 

29 

Max. 

u 

1500 k.c. 

150 

Range 2 

24 

Max. 

a 

ii 

a 

a 

18 

Max. 

a 

a 

u 

u 

6 

Max. 

a 

600 k.c. 

60 

u 

29A 

Max. 

it 

350 k.c. 

35 

Range 1 

25 

Max. 

u 

ii 

a 

u 

17 

Max. 

tt 

it 

a 

a 

5 

Max. 

it 

170 k.c. 

17 

a 

30A 

Max. 
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* Use & 200-mmf. condenser as dummy antenna on broadcast band and a 400- 
ohm carbon resistor on shortwave band. 

Note 1. — Adjust receiver volume control to near maximum position — just be- 
fore the point at which oscillator hiss becomes noticeable. 

Note 2. — Connect external variable condenser across oscillator section of 
receiver tuning condenser. Tune the external condenser so that 
second harmonic of receiver oscillator will beat against signal from 
signal -generator. Adjust (20) and (8) under these conditions. 

Note 3. — Remove external variable condenser mentioned in note 2 above. 

Note 4. — Advance signal -generator output to level high enough to give a clear 
indication on output meter at this step. 

Note 5. — Accessible from underneath chassis (near middle-front). 


MODEL NO. 645 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 

460 k.c. 

55 

Range 3 

31 

Max. 

grid 1 
of 78 i.f. 

it 

tt 

u 

u 

33 

Max. 

Control 

it 

a 

tt 

26 

Max. 

grid of 6A7 

tt 

tt 

u 

tt 

28 

Max. 

Ant * 

tt 

u 

tt 

2 

Min. 

tt 

18.0 m.c. 

18.0 m.c. 2 

Range 1 

5 

Max. 

tt 

tt 

a 

a 

13 

Max. 

tt 

it 

18.0 m.c. 8 

a 

20 

Max. 

u 

18.0 m.c. 4 

17.1 m.c. 

it 

Image check 

tt 

6.0 m.c. 

6.0 m.c. 

tt 

22 

Max. 

tt 

18.0 m.c. 

18.0 m.c. 

tt 

20 

Max. 

a 

5500 k.c. 

5.5 m.c. 

Range 2 

19 

Max. 

tt 

it 

tt 

tt 

4 

Max. 

a 

u 

tt 

tt 

12 

Max. 

u 

1800 k.c. 

1.8 m.c. 

tt 

23 

Max. 

n 

1500 k.c. 

150 

Range 3 

18 

Max. 

tt 

tt 

tt 

it 

3 

Max. 

tt 

tt 

tt 

u 

11 

Max. 

it 

600 k.c. 

60 

u 

24 

Max. 
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• , v ' ' > • 

* Us* * 200 -mm f condenser in eeriae oummy antenna for broadest! b*3id 
; > • . and * 480 * oiun carbon resistor on ib» shortwave bind. 

Kfei* | —Through ,00* mfd. condenser 

Not* 3k— Consecv «ct«rn*I vwwble cob<£«um$ (about .0<k>&$ jsfti;) icrr*# oecii- 
latot aootion of r^oeiv^r tut ana sondeusor (front section). Tuns tb* 
es.terna! condenser so that second harmonic of receiver oscillator will 
beat against the signal frprp si£Oid-gener&iof : Adjust C5) and (13) 

under the** conditions. 

Not * 3.-— Disconnect external variable conriwifcer mentioned in hota 2 above. 

Note A, — Advance signal -fanera tor output to level high enough la give ft 
de&r indication bn output xuetsr at this step r 





v/'v 

'■ '. 




, • -'" ' : ' ’; v 

v 7^-r- v,* y> .t 

V* ' 


'•'*V v**- !•>" •' , ! -.ir'i' 

MODEL NO. 651 




Siraal 

Ceabttor 

Signs! 
Gen em tor 

Wave Bend 
Dral Svitch 

Trimmer 

Output 

w v. i v v . ••' ,w> 

Connect ion 

Frequency 

Position Position 

Number: 

Signs/ 

’ my!' ' ' ' 

Control 

460 kx. 

S5 I Uoge3 

58 

May, 


grid 1 
of 78ii, 

rt 

vv ; fe^Ss aR £ .*# •*%» • 

•:• ^ : 

(lelt) 

M ■ M 

60 

Max. 

S *_'.* '• *• >. •'•. • •: '• 

* * ? \ v' i . .' 

Control 

« 

« W 

M 

; Max,: 


grid 1 


. ; . . 

: t{ ;7’r 


^ 5v o.7 / >W- 

of 6A7 

a ->; ; 

a u 

56 

•i> ■ 

Max. 


Ant.* 

u 

a u 

5 



rt 

18 mx. 

18 ffiiij? HftBge I 

6 

Max. 


ML. .. V 

« 

(Mht) 

« •■ ,- ii L: 

is 

M«. 

** i V ^ c '.<■ 

/ L\ &% 

g '.v\. 

1 4 

u 

18 mxA v 

IE 

Max. 


H 

it 

171 m.c, * 

Insssoofogck 


K 

8jD m.c 

l 6 .0 mx. u 

31- . ;-:V 

M«x. 


1( 

it 

18 m.c. 
5500 k£ 

18 jn.c. " 

5i5 mx» Eaage2 

M: 

•M«x. 

Max. 

- 1 ’ Vk *.^ f . 

« 

•77,-p 

it 

•" >••• ; v ':• " Cceater) . 

<4 . . {I 

12 ••-: 

Mar. 

^ W* 

tf 

'V * ^ i *5 ii‘ ,v »>*/ V. « ’ 

<i 

it '■ >'' \ ‘ ' - ' ;«. 

It 

Max. 


H 

1800 kve. 

18 m.c. | 

20 

Max. 


« ' 

1500 k c 

150 Knnge 3 

.b . « 

i • • • 

16 

Max. 


« 

■»,: 

‘ ,‘V/ . ■ ,ti ' •*. i , t. ! : 

ii 

Max. 

s <* /-*v -0 i 


*. ,... jtt'..\ ’tv// 

V""*- ' * v •> ^ • y*J- ■* ■*‘r 

^ •'• ;:... « 

b : 

Mar. 


1* '.. 

m k.«. 

58 

1ft • 

i^vo’VvV a*!.- v. •>; 

Max. 



$ IS i p? as mm?W' 

Sfe;? 

Si r • ; - ;; - r*r ; » . -. v -- . / . L - C 

£; >■ 


^p25 


.V V 


IlSSSt 




\*ks7\- 

■ • .;\ . - ' ir ' 


. . .••. 


Go gle j ft : |H 



* Use a 200 -mmf. condenser in series as a dummy antenna on broadcast band 
and a 400 -ohm carbon resistor on the Bhortwave band. 

Note 1. — Through .001 mfd. condenser. 

Note 2. — Connect a variable condenser (about .00025 mfd.) across oscillator 
(front) section of receiver tuning- condenser gang. Tune the external 
condenser so that second harmonic of receiver oscillator beats against 
signal from signal -generator. Adjust (6) and (13) under these condi- 
tions. 

Note 3. — Remove external variable condenser mentioned in Note 2 above. 


MODEL NO. 655 


Signal 

Signal 


Wave Band 



Generator 

Generator 

Dial 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 
grid 1 

460 k.c. 

55 

Range 3 
(left) 

29 

Max. 

of 78 i.f. 

tt 

a 

tt 

tt 

31 

Max. 

Control 

tt 

tt 

it 

24 

Max. 

grid 1 
of 6A7 

tt 

a 

u 

tt 

26 

Max. 

Ant * 

it 

a 

it 

2 

Min. 

« 

18 m.c. 

18 m.c. 2 

Range 1 
(right) 

6 

Max. 

tt 

tt 

tt 

u 

13 

Max. 

tt 

a 

18 m.c. 8 

tt 

19 

Max. 

it 

tt 

17.1 m.c. 

tt 

Image check 

tt 

6.0 m.c. 

6.0 m.c. 

u 

20 

Max. 

tt 

18.0 m.c. 

18.0 m.c. 

u 

19 

Max. 

tt 

5500 k.c. 

5.5 m.c. 

Range 2 

18 

Max. 

tt 

u 

<t 

a 

5 

Max. 

it 

u 

tt 

u 

12 

Max. 

it 

1800 k.c. 

1.8 m.c. 

tt 

21 

Max. 

it 

1500 k.c. 

150 

Range 3 

17 

Max. 

it 

tt 

u 

u 

4 

Max. 

it 

u 

tt 

tt 

11 

Max. 

a 

600 k.c. 

60 

a 

22 

Max. 
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* Use a 200 -mmf. condenser in series as dummy antenna for broadcast band 
and a 400 -ohm carbon resistor for Bhortwave band. 

Note 1. — Through .001 mfd. condenser. 

Note 2. — Connect variable condenser (about .00025 mfd.) across oscillator 
(front) section of receiver tuning -condenser gang. Tune the external 
condenser so that second harmonic of receiver oscillator beats against 
signal from signal -generator. Adjust (6) and (13) under these condi- 
tions. 

Note 8. — Remove external variable condenser mentioned in note 2 above. 


MODEL NOS. 660, 665 


Signal Wave Band 

Generator Dial Switch Trimmer Output 

Frequency Position Position Number Signal 

clip from 1st det. 


Signal 

Generator 

Connection 

Remove grid 
Control 
grid of 
1st det. 

u 
u 

it 
it 
it 
it 

u 


Ant.* 

tt 

u 

tt 

it 

tt 

tt 

u 

a 

it 

tt 

tt 

tt 

u 

a 

a 


460 k.c. 

a 

a 

tt 

tt 

tt 

u 

tt 


18 m.c. 

tt 

u 

4.5 m.c. 

a 

tt 

1800 k.c. 
1500 k.c. 

it 

tt 

600 k.c. 
340 k.c. 

it 

tt 

175 k.c. 


60 

tt 

a 

it 

u 

u 

a 

a 


4.5 m.c. 

u 

a 

1.8 m.c. 
1500 k.c. 

it 

tt 

600 k.c. 
340 k.c. 

ft 

tt 

175 k.c. 


Broadcast 1 

tt 

it 

it 

it 

it 

it 

it 

it 

Short Wave 3 

u 

it 

Police 4 

u 

u 

a 

Broadcast 1 

u 

u 

u 

Long Wave 5 

u 

a 

u 


51 2 


57 

Max. 

55 

Max. 

52 

Max. 

49 

Max. 

42 

Max. 

40 

Max. 

51 

Max. 

24 

Min. 

21 

Max. 

13 

Max. 

7 

Max. 

29 

Max. 

12 

Max. 

6 

Max. 

18 

Max. 

27 

Max. 

10 

Max. 

4 

Max. 

16 

Max. 

28 

Max. 

11 

Max. 

5 

Max. 

17 

Max. 


Connect grid clip to 1st det. 


18.0 m.c. 

tt 




* Use a 200 -mmf. condenser in series as dummy antenna for broadcast baud 
and a 400 -ohm carbon resistor for Bhortwave band. 

Note 1. — Second position from left. 

Note 2. — Turn all the way down before adjusting other i-f. compensators. 
Note 3. — Extreme right position. 

Note 4. — Third position from left. 

Note 5. — Extreme left position. 


MODEL NO. 680 


Signal 

Signal 

Wave Band 



Generator 

Generator 

Dial 

Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control grid 

460 k.c. 

Note 1 

Note 2 

133 

Note 3 

of 2nd ii. 

a 

ii 

550 k.c. 

Broadcast 

136 

Max. 

u 

it 

it 

u 

128 

Max. 

u 

it 

ii 

it 

131 

Max. 

u 

it 

it 

it 

133 

Min. 

Control grid 

it 

it 

tt 

96 

Max. 

of 1st ii. 

u 

it 

ii 

a 

94 

Max. 

Control grid 

ii 

tt 

if 

89 

Max. 

of 1st det. 

a 

it 

it 

it 

87 

Max. 

u 

it 

it 

it 

133 

Note 4 

Ant. 5 

it 

it 

ii 

1 

Min. 

Control grid 

Note 6 

tt 

it 

131 

Note 6 

of 1st det. 

Ant. 7 

18 m.c. 

18 m.c. 

Range 1 8 

56 

Max. 

a 

u 

17.1 m.c. 

u 

Image check 

a 

u 

18 m.c. 9 

u 

9 

Max. 

a 

u 

n 

it 

38 

Max. 

a 

8 m.c. 

8 m.c. 10 

u 

42 

Max. 

a 

18 m.c. 

18 m.c. 

tt 

56 

Max. 

a 

6 m.c. 

6 m.c. 

Range 2 

8 

Max. 

a 

tt 

a 

u 

37 

Max. 

a 

n 

u 

tt 

55 

Max. 

it 

2.4 m.c. 

2.4 m.c. 

tt 

44 

Max. 

a 

6 m.c. 

6 m.c. 

u 

55 

Max. 

u 

1500 k.c. 

1500 k.c. 

Range 3 

7 

Max. 

u 

tt 

u 

a 

26 

Max. 

tt 

tt 

u 

a 

36 

Max. 

u 

tt 

u 

tt 

54 

Max. 

Ant. 11 

580 k.c. 

580 k.c. 

a 

46 

Max. 

it 

340 k.c. 

340 k.c. 

Range 4 

6 

Max. 

it 

tt 

it 

tt 

35 

Max. 

tt 

tt 

it 

u 

51 

Max. 

it 

175 k.c. 

175 k.c. 

u 

48 

Max. 

if 

340 k.c. 

340 k.c. 

a 

51 

Max. 

it 

580 k.c. 

580 k.c. 

Range 3 

46 

Max. 

tt 

1500 k.c. 

1500 k.c. 

a 

54 

Max. 

it 

it 

u 

a 

36 

Max. 

Note 12 

10,000 

cycles 

• • • 


153 

Min. 
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Note t. — Glowing arrow should be. between the two vertical Unes at 

Jett of. the low-frequency calibration with the plates fully meshed. 

Note. 2,— Tun* baas- control off (to left) and fidelity ea&irol to selective posi- 
tion (left), Adjust bum control for roirumura hum and volume 
control to maximum (right). 

Note if— Turn four turn* to left. 

Note i . — Turn down volume control and increase signal -generator output !*?vel 
—for this step only — until shadow meter width decreases to one- 
half. Adjust (133) for minimum shadow meter width; 

Note 5 t — Through 200-mmfd. condense*. 

Not# & — Turn fidelity-selectivity control to extreme right for this step. Defi- 
nite peaks (on output-meter indication) appear when si^u ai ^generatnr 
output passes through 452 k.c, and 468 k.o. fioth shnufti Hh equal- 
If 452 k.th is Jiighsr. turn (131) out (do^re^so eapneity); end 

Not^ T/'—Thrreugb AtiO-r&m r&thon r^istor- 


Nc-te Connect rariAbte mtdubtov (about 250 mmfd«) across oaodUttor sec- 
tion (second from front) «f variable condenser gang. Turn this 
jeondeashf until X# tn-c. signal gives indication ou output meter. Ad- 
jutt (p) -And *(38.) ' on 'this 'setting; 

NtrU 56 ,— external yariehlG condenser (mentioned in Note g above). 

Not* Jt— Remove 400-ohux vesistor from antenna tend (nihutioned in phfe -t 
above). 

Note 13.— Jftoset. lt) k,o, filter adjustment only if tainpered with or parts are 
ohengedi VJ<e an a»>Wirate!y calibrated audio oarill&to*, Connect 
the high aide of the audio oscillator to tine variabj* Wp on (h-e vol- 
ume control and adjust 053) lor maximum output. 


fTi»OW*g ■ A t 








laiigl 


malm 




W'**> -i.| hv^- :&V£>1 

SvKe- 7 - ".*!VXc-»- f I jiccirt? »*'r. : jp# 
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MODEL NOS. 800 (122), 802, H (122) 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from det 
Control grid 260 k.c. 

.-osc. tube 
Note 1 


l 2 

Max. 

of det.-osc. 
tube 

u 

u 



2 8 

Max. 

u 

u 


. . . 

3 2 

Max. 

u 

u 

• • • 

. . . 

43 

Max. 

Connect grid 
Ant. 4 * • 

clip to det.-osc. tube 
1500 k.c. Note 5 


7 

Max. 

u 

1400 k.c. 

140 

. . . 

6 

Max. 

u 

it 

u 


5 

Max. 

u 

600 k.c. 

60 


8 

Max * 

ii 

1400 k.c. 

140 


6 

Max. 

it 

11 

u 

... 

5 

Max. 


Note 1 . — PHXD only — Set sensitivity switch to “distance” position and tone 
control to “brilliant.” 

Note 2. — This is a screw adjustment. 

Note 3. — This is a nut adjustment. 

Note 4. — Through a 150 mmfd. condenser. 

Note 5. — Using a piece of paper approximately .006” thick as a gauge between 
the heel of the rotor plates and the stator plates, turn the rotor 
plates until they strike the paper. This gives the correct adjustment 
for 1500 k.c. — 150 on the dial scale. 

Note 6. — When the antenna-stage adjustment is made with the receiver in- 
stalled in the car, the receiver must be connected to the car antenna 
in the usual manner. Connect the signal -generator output to a wire 
placed near the car antenna but not connected to it. 

* While rocking. 
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MODEL NO. 80 S 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid 
Control grid 

clip from det.-osc. tube 
260 k.c. 


l 1 

Max. 

of det.-osc. 
tube 

u 

tl 



2 2 

Max. 

u 

U 




Max. 

u 

U 

• . • 

• • • 

42 

Max. 

Connect grid 
Ant. 8 * 8 

clip to det.-osc. tube 
1600 k.c. Note 4 


7 

Max. 

u 

1400 k.c. 

140 


6 

Max. 

u 


u 


5 

Max. 

u 

600 k.c. 

60 


8 

Max.* 

u 

1400 k.c. 

140 


6 

Max. 

it 

li 

u 

• * • 

5 

Max. 


Note 1. — This is a screw adjustment. 

Note 2. — This is a nut adjustment. 

Note 3. — Through a 150 mmfd. condenser. 

Note 4 . — Turn the tuning condenser plates wide open. This gives the correct 
adjustment for 1600 k.c. — 160 on the dial scale. 

Note 5. — When the antenna -stage adjustment is made with the receiver >n- 
stalled in the car, the receiver must he connected to the car antenna 
in the usual manner. Connect the signal -generator output to a wire 
placed near the car antenna but not connected to it. 

• While rocking. 
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MODEL NO. T3 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from det. 
Control grid 260 k.c. 

-osc. tube 


l 1 

Max. 

of det.-osc. 
tube 

u 

tt 



22 

Max. 

it 

tt 



3 1 

Max. 

a 

tt 

• . • 

• • ■ 

42 

Max. 

Connect grid clip to det-osc. tube 
Ant. 3 * 6 1600 k.c. Note 4 


7 

Max. 

a 

1400 k.c. 

140 


6 

Max. 

u 

tt 

» 


5 

Max. 

tt 

600 k.c. 

60 


8 

Max* 

u 

1400 k.c. 

140 


6 

Max. 

u 

tt 

u 

• • • 

5 

Max. 


Note 1. — This is a screw adjustment. 

Note 2. — This is a nut adjustment. 

Note 3. — Through a 150 mmfd. condenser. 

Note 4. — Turn the tuning condenser plates wide open This gives the correct 
adjustment for 1600 k.c. — 160 on the dial scale. 

Note 5. — When the antenna -stage adjustment is made with the receiver in- 
stalled in the car, the receiver must be connected to the car antenna 
in the usual manner. Connect the signal -generator output to a wire 
placed near the car antenna but not connected to it. 

* While rocking. 
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MODEL NOS. T6, FT6 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid 
Control grid 

clip from det.-oac. tube 
260 k.c. 


l 1 


of ri. tube 

tt 

It 



2 2 

Max. 

u 

tt 



1 * 

Max. 

it 

U 



3 1 


it 

tt 



4 2 

Max. 

it 

it 


. . • 

3* 

Max. 

Connect grid 
Ant. 4 * 6 

clip to det.-osc. tube 
1600 k.c. Note 5 


7 

Max. 

u 

1400 k.c. 

140 


6 

Max. 

u 

u 

tt 


5 

Max. 

u 

600 k.c. 

60 


9 

Max.* 

tt 

1600 k.c. 

160 


7 

Max. 

tt 

1400 k.c. 

140 


6 

Max. 

u 

tt 

n 

• • • 

5 

Max. 


Note 1. — Screw adjustment. Turn all the way in. 

Note 2. — Nut adjustment. 

Note 3. — This is a critical adjustment. Note the maximum reading, then turn 
the screw in again and slowly bring the adjustment to this maximum 
reading. Do not pass this point. If you do, repeat the adjustment. 

Note 4. — Through a 150 mmfd. condenser. 

Note 5. — Turn the tuning -condenser plates wide open. This adjustment gives 
the true setting for 1600 k.c. — 160 on the dial scale. 

Note 6. — When the antenna-stage adjustment is made with the receiver in- 
stalled in the car, the receiver must be connected to the car antenna 
in the usual manner. Connect the signal -generator output to a wire 
placed near the car antenna but not connected to it. 

• While rocking. 
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MODEL NOS, T 9 , Til , T> 2 . Tl*. T *5 

Sigma* SignAV Waw Bw^ 

Generator Generator Dial Switch Trimmer Output 

Connection Freque&ejf JPeaition -Position dumber Signal 

Gontroi grid 1 2f#0 k.o. Kote2 X * Max. 

; of iJL tub^ 


Control grid 1 

of det>bso* 

tube 


CoMrol grid 1 IpOO fc Note& 
of r js tube • . '■•' ->1 : ?-;.Vv ■ • 


5803 && 58 

1600 fce: 160 

WiS MO 


-Through a -1 tnfd. sondeneer, 


MPHPPR 1 HMI . 

Ti2. -ri-4: Bet the Gwieilivity rwitah 7;o the ^distance*' pwiiton 
and the tone wdtfOi ; t<? ifi* podtjtm; 

Not* %.'—Tum the iuf»mjf-cand«o«Ha plates .out tif J»edh M fat ii? they- will «*?i 
This adjustment gives -/the true setting for 1600 fco.^i 60 *on .the dial 


75T|M 76 WE 
E^PETr / ^ ur. , 
gwsift T 


XEt.OSC, 


Sgggfc 




TOttf ' * 3 i f. '-(Ki-fi. -ieliiBC 
«CT»t tWWSftiWKfc 1 ItP. ; 


< - . ' . . . 

2 

Max. 

.V 

, ;# ■ 

> *£ ' , '•V .\ > ^ ; 

Max. .... 

1 ^ ^ * VVV* V.*v\' 4 

■ **v«, us# ' \k^A 
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Note 4 . — For T9: Through a 125 mmfd. condenser. 

For Til: Connect the signal -generator lead to the antenna cable 
assembly (made up of Part No. L 1915 loom and 40 inches of 16 
strand $30 wire) through a 110 mmfd. condenser. Plug the cable into 
the antenna socket marked “Fabric Top." 

For NTltX and STlt: Connect the signal -generator lead to the an- 
tenna cable assembly (made up of Part No. L 1915 loom, 1-27-7133 
terminal and 40 inches of 16 strand $30 wire) through a 200 mmfd. 
condenser. Plug the cable into the antenna socket. 

For NTltXt: Connect the signal -generator lead to the antenna lead, 
using a 1250 mmfd. condenser and a 50 ohm non-inductive resistor as 
a dummy antenna. Plug the antenna lead into the antenna socket. 
For T14: Connect the signal -generator lead to the antenna lead, 
using a 230 mmfd. condenser in series between the two leads and the 
.1 mfd. condenser. 

For LT14XS: Connect the signal -generator lead to the antenna cable 
assembly (made up of Part No. L 1963 loom, 1-27-7133 terminal and 64 
inches of 16 strand $30 wire) through a 530 mmfd. condenser. Plug 
the cable into the antenna socket. 

For T16: Connect the signal -generator lead to the antenna cable as- 
sembly (made up of Part No. L 1915 loom, 1-27-7133 terminal and 40 
inches of 16 strand $30 wire) through a 200 mmfd. condenser. Plug 
the cable into the antenna socket. 

Note 5. — When the antenna-stage adjustment is made with the receiver in- 
stalled in the car, the receiver antenna lead must be connected to the 
car antenna in the usual manner. The signal -generator output -lead 
should be connected to a wire placed near the car antenna but not 
connected to it. 

•While rocking. 
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MODEL NO. 98 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from 6A7 
Control 460 k.c. 

530 k.c. 

Center 

40 

Max. 

grid of 
6A7 

tt 

a 

a 

a 

42 

Max. 

it 

a 

u 

a 

34 

Max. 

it 

u 

a 

a 

36 

Max. 

Connect grid clip to 6A7 
Ant* 

u 

tt 

1 

Min. 

tt 

18.0 m.c. 

18.0 m.c. 

Right 

21 

Max. 

u 

tt 

u 

tt 

14 

Max. 

a 

a 

u 

tt 

6 

Max. 

u 

1700 k.c. 

1700 k.c. 

Center 

23 

Max. 

tt 

it 

ii 

u 

13 

Max. 

tt 

tt 

it 

u 

4 

Max. 

a 

600 k.c. 

600 k.c. 

tt 

20 

Max. 

u 

300 k.c. 

300 k.c. 

Left 

30 

Max. 

a 

ii 

ii 

tt 

12 

Max. 

tt 

it 

it 

u 

5 

Max. 

u 

170 k.c. 

170 k.c. 

n 

19 

Max. 

* Use a 200 -mmf. 

condenser dummy antenna for broadcast band and a 

400 -ohm 


resistor for the shortwave band. 



VOUIHE CONTROL SELECTOR SWITCH CONTROL 
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MODEL NOS. 233G, 233 AG 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Ant. 

1500 k.c. 

150 1 

Right 

5 2 

Max. 

u 

u 

u 

u 

9 

Max. 3 

u 

300 k.c. 

30 

Left 

12 

Max. 4 


Note 1. — If set is removed from the cabinet, obtain a .006" gauge about Vi 9 
wide and four or five inches long; open condenser gang and bring 
heel of detector section down on this steel strip. Then remove the 
strip without disturbing the setting of the condenser gang. 

Note 2. — Trimmers (5) and (9) are located on the top of the tuning condenser 
gang; trimmer (12) is reached through a hole in the rear of the 
subbase. 

Note 3. — While (5) and (9) are being adjusted, the volume control must be full 
on and the reaction control advanced as far as possible without caus- 
ing oscillation. 

Note 4 . — Keep reaction control advanced to just below point of oscillation. 


MODEL NO. 267E 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Ant. 

1500 k.c. 

150i 

Right 

42 

Max. 

u 


u 

u 

7 

Max. 8 

it 

300 k.c. 

30 

Left 

11 

Max. 4 


Note 1. — If set is removed from the cabinet, obtain a .006" gauge about 

wide and four or five inches long; open condenser gang and bring 
heel of detector section down on this steel strip. Then remove the 
strip without disturbing the setting of the condenser gang. 

Note 2. — Trimmers (4) and (7) are located on the top of the timing condenser 
gang; trimmer (11) is reached through a hole in the rear of the 
subbase. 

Note 3. — While (4) and (7) are being adjusted, the volume control must be 
full on and the reaction control advanced as far as possible without 
causing oscillation. 

Note 4 . — Keep reaction control advanced to just below point of oscillation. 
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MODEL NO. 245 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Remove grid clip from 6A7 

Control 460 k.c. 600 k.c. 

Center 

33 1 

Max. 

grid of 
6A7 

it 

it 

a 

a 

35 

Max. 

it 

u 

a 

u 

38 

Max. 

it 

tt 

u 

u 

40 

Max. 

u 

tt 

u 

tt 

43 

Max. 

u 

it 

a 

a 

45 

Max. 

Connect grid clip to 6A7 
Ant. 

540 k.c. 

tt 

1 

Min. 

a 

15 m.c. 

15 m.c. 

Right 

13 

Max. 

tt 

tt 

tt 

tt 

28 

Max. 

it 

7 m.c. 

7 m.c. 

tt 

18 

Max. 

tt 

1500 k.c. 

1500 k.c. 

Center 

12 

Max. 

it 

u 

a 

tt 

27 

Max. 

tt 

600 k.c. 

600 k.c. 

tt 

20 

Max* 

Control 

300 k.c. 

300 k.c. 

Left 

23 

Max. 

grid of 
6A7 

Ant. 

it 

tt 

tt 

7 

Max. 

tt 

tt 

Note 2 

u 

5 3 

Note 3 

tt 

175 k.c. 

175 k.c. 

a 

25 

Max* 

Note 1.— The 

three pairs of i- 

f. trimmers are 

located one 

pair at the top of 

each 

of the three i-f. 

transformer shields. These 

are the three metal 

cans 

near the rear of 

the chassis. 





Note 2. — Turn dial so that condenser gang is completely open. 

Note 3. — Adjust (5) so that there is no oscillation and noise is reduced to a 
minimum. (5) is located on top of one section of the tuning con- 
denser and is reached from above. Turn the dial to the other end of 
the scale and be sure no oscillation occurs. 

* While rocking. 
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MODEL NO. 261 


Signal Sign*] 

Generator Generator Dial 

Conaectioh Frequency Position 

Liernove grid clip from. 6A7 

Ooafcrol ^25 ]c,Cv ^ 550 k.c. 
; grid of 
aA7 


Wave Band 

Switch Trimmer Output 

Position Number Signal 


Gotmeot grid clip i<> ftA? 
Ant. 14W k.c<. 


1400 k.c 


.\ r j • * ^ Vv'X^: V. >*-'? '-i 

600 k:c, SCHfc.c. “ la Mai.* 

Lc ft 10 : Max, 

160 kc. 150 k.c. " 17 Max* 

. .. V • .■ 

•Trimmer** £a)y (0) end ( 12) are ’located da top. tit the tuning condenser 

gang. -= 'V 'V,:' " ' • 


w$PP#it 

swilf ill' 


»! {-. ' 


y Google 


UNIVE 
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MODEL NO. 37-93 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 

470 k.c. 

580 k.c. 


14S 

Max. 

grid of 

6A8G 1 

« 

u 

it 


14P 

Max. 

tt 

a 

a 


9S 

Max. 

it 

it 

a 


9P 

Max. 

Ant. 2 

1710 k.c. 

1710 k.c. 8 


26B 

Max. 

u 

a 

it 


26A 

Max. 

it 

580 k.c. 

580 k.c. 


12 

Max.* 

it 

1500 k.c. 

1500 k.c. 

• • • 

26A 

Max. 4 


Note 1. — Through a .1-mfd. condenser. 

Note 2. — Through a 200-mmfd. condenser. 

Note 3. — Turn the tuning condenser to the minimum capacity position. Insert a 
.006" gauge betweeh the stator and rotor plates (left side of con- 
denser facing front) ; then turn the condenser until the stator and 
rotor plates touch gauge. Remove gauge without disturbing setting 
of condenser and then adjust (26B) and (20A). 

Note 4. — To adjust dial pointer, set signal generator for 1000 k.c. and tune 
receiver for maximum output. Place pointer on tuning condenser 
shaft at the 1000 k.c. dial mark. 

* While rocking. 
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MODEL NOS, 264, --Z65 

"* 

Signal 

Generator Di»3 Switch Trimmer Output 

Fre^oxxj^y Position Ih^tton Number Sienai 

clip from 

Control 125 k.c. 550 k.c, Bight 10 Max. 

grid of 

of GAT 


G*o**mto r 


yyr/t 


Coanect grid clip to 8A7 

Aat. 1500 k.o. 1500 k.c. 


5 1 Mai.. 

11 Mai. 

12 Max. 

14 Max* 


600 k . c. 600 k-C. 

300 k.c, 300 k.c 

\ 150 k.c. 150 k.c, 

Not* l*~Tritranrar* (5), (11) end (IS) ere located rm top of the timing rxiodcoe 
errs saswfcbly. 

♦ WLile rocking. 






80 ’ 

fuscnFiE^ 
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MODEL NO. 37-93 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer 

Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 

470 k.c. 

580 k.c. 


14S 

Max. 

grid of 
6A8G 1 

ft 

it 

t( 


14P 

Max. 

it 

tf 

a 


9S 

Max. 

ft 

it 

ti 


9P 

Max. 

Ant. 2 

1710 k.c. 

1710 k.c. 8 


26B 

Max. 

it 

it 

it 


26A 

Max. 

ft 

580 k.c. 

580 k.c. 


12 

Max* 

ft 

1500 k.c. 

1500 k.c. 


26A 

Max.* 


Note 1. — Through a .1-mfd. condenser. 

Note 2. — Through a 200-mmfd. condenser. 

Note 3. — Turn the tuning condenser to the minimum capacity position. Insert a 
.006" gauge betweeh the stator and rotor plates (left side of con- 
denser facing front) ; then turn the condenser until the stator and 
rotor plates touch gauge. Remove gauge without disturbing setting 
of condenser and then adjust (26B) and (26A). 

Note 4. — To adjust dial pointer, set signal generator for 1000 k.c. and tune 
receiver for maximum output. Place pointer on tuning condenser 
shaft at the 1000 k.c. dial mark. 

* While rocking. 
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MODEL NO. 37-2650 


Signal 

Generator 

Signal 

Generator 

Dial 

Wave Band 
Switch 

Trimmer Output 

Connection 

Frequency 

Position 

Position 

Number 

Signal 

Control 
grid of 
6A8EG 1 * 2 

470 k.c. 

580 k.c. 

Range 2 
(Broad- 
cast) 

36P 

Max. 

u 

ti 

tt 

tt 

36S 

Max. 

a 

it 

it 

tt 

38P 

Max. 

tt 

it 

it 

u 

38S 

Max. 

Ant.® 

18 m.c. 

18 m.c. 

Range 4 

26D 

Max. 4 

u 

a 

17.060 m.c. 

u 

Image check 

u 

tt 

18 m.c. B 

tt 

14B 

Max. 

tt 

a 

u 

u 

6C 

Max. 

tt 

18 m.c.® 

u 

u 

26D 

Max. 

it 

12 m.c. 

12 m.c. 

u 

26E 

Max. 

tt 

ti 

u 

tt 

14C 

Max. 

u 

it 

u 

tt 

16D 

Max. 

it 

18 m.c. 

18 m.c. 

tt 

26D 

Max. 4 

ti 

u 

17.060 m.c. 

u 

Image Check 

it 

tt 

18 m.c. 5 

tt 

14B 

Max. 

it 

tt 

tt 

tt 

6C 

Max. 

it 

18 m.c.® 

18 m.c. 

a 

26D 

Max. 

it 

18 m.c. 

17.060 m.c. 

a 

Image check 

tt 

11 m.c. 

11 m.c. 

Range 3 

26B 

Max. 

it 

tt 

11 m.c. 7 

tt 

14 

Max. 

tt 

tt 

a 

tt 

6A 

Max. 

tt 

11 m.c. 6 

11 m.c. 

tt 

26B 

Max. 

tt 

6 m.c. 

6 m.c. 

u 

26C 

Max. 

tt 

u 

a 

tt 

14A 

Max. 

a 

a 

u 

tt 

6B 

Max. 

tt 

11 m.c. 

11 m.c. 

tt 

26B 

Max. 

it 

11 m.c. 

11 m.c. 7 

tt 

14 

Max. 

tt 

tt 

tt 

tt 

6A 

Max.® 
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MODEL NO. 37-2650 Cant. 


W.w B»od 

Switch Trimmer Output 
^ositioa Number Sign*} 

Range 3 2t> Mas. 

“ 8 Mas. 

10A Mas. 
?■ 28 A Mas* 

*' 28 Max. 


Sifsal Sign*! 

Generator Generator Die) 

ConnectnoA Frequency Position 

Ant* 1800 k*. 1800 k.o. 


5S0 kx. 680 k.c. 

1600 k,e. 1800 k.c 

1500 k.e, 1600 k.c. 


Ant* 300 kjc, 300 k.c 


160 fcjc. 1(50 k.c, 

300 k <c. 300 k.c. 


* ii '< 1 19 Mas. 

“ 160 k.c. 160 k.e. " 24A Mas* 

Hots I.— Dial ailiferatiaa: To kUtpt Hit diil to ttovi ptopaty *ilh tlis twist 
cmidejisvt: rotate the timing control to tha maxmuim cxpscuty posi^ 
turn, S«t range *wftdh, in the longwave position. Loos*® the 4crev 
of dial hub, then turn dial untit tha glowing indicator i* asutared on 
the middle intis*. line; of dial scale (see illustration) tighen the dial 
hub set screw in tips position, V/Vb ' 

Note 5>-TUrougb > '.J-rofd, co»4«wer. 

Note J.-*CjDnneot signal getcrntor it/ tr&nsKiitfeioa lino ienmnal®. Link tcrsci- 
pals 2 and &, 

Not© i.-Uae the lower -capacity peek. . 

Note* 5;"-OQ-nnec1i a ramble condense* (about 350 mtttfd.) from compensator 


(26D) to around- Tune the added condenser from the rainicaturi ca- 
pacity position until (be second harmonic of the recover oscillator 
beats with the eignal from the generator, resulting in maximum 
output. 

Note Ih—Raaiove external variable condensers . 

Note 7.-r-Connect a variable condenser (about 350 tumid.) from compensator 
(26B) to ground; Tune the added condenser from the minimum ca- 


pacity position until the second harmonic of the receiver oscillator 
bents With the signal from the generator, resulting in maximum 
output. 

Note 8. — Through a 200-mmfd. condenser to terminal No.. X of the aerial input 
" panel. 

* While rot: king* 
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INDICATOR 
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MODEL NO. 37-2670 


Signal 

Generator 

Connection 

Signal 

Generator 

Frequency 

Dial 

Position 

Wave Band 
Switch 
Position 

Trimmer 

Number 

Output 

Signal 

Control 

470 k.c. 

580 k.c. 

Range 2 

42S 

Max. 

grid of 



(Broad- 



6A8EG 1 * 2 



cast) 



a 

tt 

it 

tt 

42P 

Max. 

it 

tt 

it 

tt 

41 S 

Max. 

it 

tt 

tt 

u 

41P 

Max. 

Ant. 8 

20 m.c. 

20 m.c. 

Range 5 

29C 

Max. 4 

u 

u 

19.060 m.c. 

tt 

Image Check 

u 

u 

20 m.c. 6 

tt 

19A 

Max. 

u 

tt 

tt 

a 

7A 

Max. 

u 

20 m.c. 6 

tt 

tt 

29C 

Max. 

u 

12 m.c. 

12 m.c. 

it 

29D 

Max. 

u 

tt 

u 

tt 

19B 

Max. 

a 

it 

tt 

tt 

7B 

Max. 

u 

a 

a 

tt 

29D 

Max. 

u 

20 m.c. 

20 m.c. 6 

tt 

19A 

Max. 

u 

a 

tt 

it 

7A 

Max. 

u 

20 m.c. 6 

u 

tt 

29C 

Max. 4 

u 

11 m.c. 

11 m.c. 

Range 4 

29B 

Max. 

a 

u 

11 m.c* 

tt 

19 

Max. 

u 

tt 

tt 

a 

7 

Max. 

u 

4.5 m.c. 6 

4.5 m.c. 

Range 3 

29 

Max. 

it 

tt 

tt 

a 

18B 

Max. 

tt 

tt 

a 

tt 

6B 

Max. 

tt 

1.7 m.c. 

1.7 m.c. 

tt 

29A 

Max.* 

it 

4.5 m.c. 

4.5 m.c. 

tt 

29 

Max. 

it 

tt 

tt 

tt 

18B 

Max. 

tt 

tt 

tt 

tt 

6B 

Max. 

tt 

1500 k.c. 

1500 k.c. 

Range 2 

27B 

Max. 

tt 

a 

tt 

u 

18A 

Max. 

tt 

u 

tt 

tt 

6A 

Max. 

tt 

580 k.c. 

580 k.c. 

tt 

27C 

Max* 

a 

1500 k.c. 

1500 k.c. 

u 

27B 

Max. 

it 

1400 k.c. 

1400 k.c. 

u 

18A 

Max. 

H 

a 

tt 

a 

6A 

Max. 


Google 


1 | 

Vt 1 1 

1 wwind 

* coftvxJ 

"*> si i 
otcp 1 

! 

lTlII 

• caJtcJ 

■* M D/J 


Y, ii 



XkM 

i3 


GLOWING* BEAK 
INDICATOR 
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MODEL. NO. 37-2670 Cont. 

Signal Wm BanA 

enerator Dial Switch Trimmer 


Max. 
Max. 
Max * 
Max. 
Max. 


Nou i 


condenser. rotatu the timing control to the mnximu 
Set range s witch in the longwave position, ] 


Oily pufti- 

the screw 


tfcflh Set range switch in the longwave portion. Loosen the screw 
id dial hub, then turn dial until the glowing indicator is -centered on 
the iniddle index line of dial scste (see illustration); tighten, the dial 
hub u»t acmr & this poritjpu, 

Note 5^Th rough a d-rnfd. condenser. 

Note S. — Conosct signal generator to tr&nenuaaron line tmzde&is. .Link terminal* 

2 and 3 / 

Note 4^Uee the lower ^capauity' peah. 

Note 6.— Connect a variable condenser, (about mmfi) frbrrs compensator 
(2SC) ?.o groiajd. Tune -the added candriuter iron* the luimmum ca- 
pacity position until the sesond hartnonie of fc ho feeriver oscillator 
bouts with tha signal from the generator; resulting in maximum 
output 

Note 6.— Remove asternal variable condenser. ; ■ ... 

Note 7.— Connect a variable condenser (about 2$0 mmhL) frooa compensator 
(20B) to ground, Tune the edded condenser £rom the minimum ca~ 
purity position until the second Jbennohio of the receiver oacilLatar 
beats with the signal from the generator, reuniting in maximum out pot. 

Note 8.— Through a 200-unafd. condenser to terrain*! No. 1 of the serial input 
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